2.1 4993 


SUPPLEMENT 
JOURNAL 
AMERICAN WATER WORKS 
ASSOCIATION 


VOL,10. SEPTEMBER, 1923 NO. 5 


CONSTITUTION 
‘LIST OF PAST PRESIDENTS 
LIST OF OFFICERS 1923-1924 
LIST OF SECTIONS 
‘LIST OF COMMITTEES 1923-1924 
LIST OF MEMBERS 


IMPORTANT 
- Kindly notify the secretary promptly of any change in address ee : 
JM, DIVEN, Secretaty9 
163. W. Tist St., New York, N.Y. 


4 “4 
y 
j 
; ff 
7 
> 
; 
‘ 


> 


rey 
> 
4 
: 
‘ 
: 
; 
‘ ad 
£ 
¢ 
‘ 


4 
Constitution: 


Nomination and election 


a 


CONTENTS 


Admission and Expulsion 


Ww 
~ 


List of Officers - 16 


List of Members: > 


Summary of Membership by States..................05-++5 90 > 


: 
>: 
Ps 
| 
| 
| 
> | 
Ra | 
= | 
A 
| 
= 
| 
| 
| 
LAI 
‘ 
| 
: 
: 
A! 
4 
4 4 
4 
4 re 
4 
4 
4 


: 


CONSTITUTION OF THE AMERICAN WATER WORKS 
ASSOCIATION 


Adopted June 12, 1918 

Amended May 12, 1914 
Amended May 12, 1915 
Amended May 17, 1918 
Amended June 9, 1921 


ARTICLE I 


NAME 


The name of this Association, a corporation organized under the 
laws of the State of Illinois, shall be ‘The American Water Works 
Association.” 


ARTICLE II 


OBJECT 


The object of this Association shall be the advancement of knowl- 
edge of the design, construction, operation and management of 
water works, and the encouragement, by social intercourse among 
its members, of a friendly exchange of information and experience. 


ARTICLE III 


MEMBERSHIP 


Section 1. Members of this Association may be either Hon- 
orary Members, Active Members, Corporate Members, or Asso- 
ciate Members. 

Section 2. An Honorary Member shall be one whose scientific 
or practical knowledge in matters related to public water supply, or 
whose accomplishments in that field of endeavor, shall entitle him 
to especial recognition by the Association. Honorary Members 
shall have the same privileges as Active Members, but shall not be 
required to make any payments for the support of the Association. 
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Section 3. An Active Member shall be either a Superintendent, 
Manager or other officer of a municipal or private water works; a 
civil, mechanical, hydraulic or sanitary engineer, a chemist or bacte- 
riologist, including those acting technically as such for, and employed 
by, Associate Members of the Association; or any qualified person 
engaged in the advancement of knowledge relating to water supplies 
in general. 

Srection 4. A Corporate Member shall be either a Water Board 
or Commission, or a Water Company, and shall be entitled to one 
representative who shall have all the rights and privileges of an 
Active Member. 

Suction 5. An Associate Member shall be either a person, firm 
or corporation, engaged in manufacturing or furnishing materials or 
supplies for the construction or maintenance of water works. An 
Associate Membership shall entitle the holder to be represented by 
one person on the floor at each meeting but such representative 
shall not be entitled to vote or take part in any discussion unless 
permission is given by unanimous consent of the members present; 
provided, however, that Associate Members may vote on selection 
of the place of meeting as provided in Article 9, Section 1, each 
Associate Membership being entitled to one vote only. 

Section 6. When an Active Member so changes his vocation 
that were he to apply for membership he would be classed as an 
Associate Member, he may continue as an Active Member with 
all the privileges of that grade, except that he shall not be eligible to 
any elective office in the Association. 


ARTICLE IV 


ADMISSION AND EXPULSION 


Section 1. The Executive Committee may, at its discretion, at 
the request of any member, present the name of any person qualified 
for Honorary Membership, to the Association for election to that 
grade of membership; but the Executive Committee must, upon the 
written request of twenty-five members, so present the name of 
any such person to the Association. 

Section 2. Any person, firm, corporation or water department 
desiring to become an Active, Corporate or Associate Member 
must make application for the grade of membership sought, upon 
the blank form provided by the Association. Each application 
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AMERICAN WATER WORKS ASSOCIATION 3 
must be endorsed by two members of the Association, shall embody 
a concise statement of the applicant’s qualifications for membership 
and be accompanied by the initiation fees and dues as hereinafter 
provided. All applications must be forwarded to the Secretary, who 
shall submit them to the Membership Committee, as soon as possible. 

A majority affirmative vote of the Membership Committee shall 
elect to Active, Corporate or Associate Membership subject to review 
by the Executive Committee. 

Section 3. No member whose dues are in arrears shall receive 
the publications of the Association until such dues are paid. Mem- 
bers in arrears for one year shall be dropped from the roll by the 
Secretary. 

Section 4. Any member who has been suspended for non-pay- 
ment of dues may be reinstated by the Membership Committee 
upon payment of all back dues. He shall then be entitled to receive 
such back numbers of the publications of the Association as may 
have been withheld from him on account of non-payment of dues, 
and are not out of print. 

Section 5. Any member of any grade may be expelled from the 
Association for cause, upon the recommendation of the Membership 
Committee, adopted by a two-thirds vote of the members present 
and voting at any annual convention. 

Section 6. Any member may retire from membership by giving 
written notice to that effect to the Secretary, provided that he pay 
all dues to that date, unless released from said payment by the 
Executive Committee. 


ARTICLE V 


Freres AND 


Section 1. Each Active Member shall pay an initiation fee of 
Five Dollars, and annual dues of Seven Dollars, provided that any 
Active Member in good standing who has paid dues continuously 
for thirty years shall be exempt from payment of further dues. 

Section 2. Each Corporate Member shall pay an initiation fee 
of Ten Dollars, and annual dues of Ten Dollars. 

Srerion 3. Each Associate Member shall pay an initiation fee 
of Ten Dollars, and annual dues of Fifteen Dollars. 

Section 4. The fiscal year of the Association shall begin April 
1st and terminate on March 31st. Annual dues shall be payable 
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in advance and shall be due on April Ist, the first day of the fiscal 
year covered by said dues. It shall be the duty of the Secretary 
to notify each member on or before March 15th of the amount due 
from said member for the ensuing year. 

Section 5. Any newly elected member shall be entitled to all 
the publications of the Association that are distributed to its mem- 
bers during the year. Members elected later than December Ist 
shall not be required to pay the annual dues for the current year, 
but if they do pay said annual dues they shall receive all the publi- 
cations to which members in good standing are entitled for that 
year. 

Section 6. In case any application for membership shall he 
rejected the initiation fee and dues which accompanied the appli- 
cation shall be returned to the applicant. 


ARTICLE VI 


OFFICERS 


Section 1. The officers of the Association shall be a President, 
Vice-President, Treasurer, Secretary and Editor of the Association’s 
publications. The offices of the Secretary and Editor may be com- 
bined at the discretion of the Executive Committee. 

Section 2. There shall be an Executive Committee in which the 
government of the Association shall be vested. It shall consist 
of the President, Vice-President, Treasurer, Secretary, Editor, the 
Chairman of the Finance Committee, the latest two living past 
Presidents and six Trustees elected to represent the six districts here- 
inafter established, one Trustee to be elected from each district 
to serve three years. The President and Secretary of the Associa- 
tion shall be the President and Secretary of the Executive Committee. 
In 1919 one Trustee shall be elected from District 1, and one from 
District 4, to succeed the present Trustees whose terms expire in 
1919; in 1920 one Trustee shall be elected from District 2, and one 
from District 5, to succeed the present Trustees whose terms expire 
in 1920; in 1921 one Trustee shall be elected from District 3, and 
one from District 6, to succeed the present Trustees whose terms 
expire in 1921; and every year thereafter two Trustees shall be 
elected in the districts in which the terms of the incumbents expire. 

Section 3. The following districts are established for the pur- 
pose of territorial representation: 
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AMERICAN WATER WORKS ASSOCIATION 5 


District 1 shall include the States of Maine, New Hampshire, 
Vermont, Massachusetts, Rhode Island, Connecticut, Michigan, Wis- 
consin and the Dominion of Canada. 

District 2 shall include the State of New York. 

District 3 shall include the States of New Jersey, Pennsylvania and 
Delaware. 

District 4 shall include the States of Ohio, Indiana and Illinois. 

District 5 shall include the District of Columbia and the States of 
Maryland, Virginia, West Virginia, North Carolina, South Carolina, 
Georgia, Florida, Alabama, Mississippi, Missouri, Tennessee, Ken- 
tucky, Arkansas, Louisana, Kansas, Oklahoma and Texas. 

District 6 shall include all other States and Territories of the 
Union, and all territory outside of the United States not otherwise 
provided for. 

The boundary lines of these districts may be changed by majority 
vote of the Association at any time when it becomes necessary so to 
do in order to preserve approximately the same number of voting 
members in each district. Should any Trustee be thrown into an- 
other district by changes made in the boundary lines or by change of 
residence, he shall serve out his term of office and be accredited as the 
representative either of his old district or of the district in which 
he resides, as the Executive Committee may determine. 

Section 4. As the last order of business of the second session 
of the first day of the annual conventions the members from each 
District shall elect a member of the Nominating Committee to 
represent their respective Districts. Due notice of such election 
shall be prominently given in the program of the convention, which 
shall be mailed to the members at least three weeks previous to the 
opening day of the convention. The votes of the Districts shall 
be by ballot or acclaim and a majority vote of themembers ofeach Dis- 
trict present and voting shall elect the member of the Nominating 
Committee to represent that District. The members of the Nom- 
inating Committee so elected, together with the latest living past- 
president present at the convention, who shall be Chairman, shall 
constitute the Nominating Committee to place in nomination can- 
didates for the offices to be filled for the following year. 

The Nominating Committee shall hold a meeting at 8.30 a.m. on 
the second day of the convention; previous to which time sugges- 
tions of names to fill the various offices may be made by the mem- 

bers of the Association to the members of the Nominating Com- 
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mittee, or by leaving same with the Secretary of the Association 
prior to the meeting of the Committee; names sent to the Secretary 
by mail at any time prior to the meeting of the committee shall also 
be presented to the Committee for consideration; Nominations shall 
be by majority vote of the Nominating Committee, who must place 
in nomination one, and may place two, candidates for each office 
to be filled. 

On or before January 10 the Nominating Committee shall report 
its list of nominees to the Secretary of the Association, who shall 
before the first day of February cause to be mailed to the member- 
ship the list of nominees selected by the Nominating Committee. 
At any time prior to noon on the first day of March of each year addi- 
tional nominations may be made by request to the Secretary, signed 
by at least twenty-five Active, Honorary or Corporate members, and 
upon the receipt of such request the Secretary shall, after acceptance 
of the nomination by the candidate, add such additional nominees 
to the final ballot to be prepared by him. The nominees of the 
Nominating Committee shall head such final ballot for each office, 
and any additional nominees for the respective offices shall be placed 
under the nominees of the Committee in alphabetical order. 

Section 5. When more than one is nominated for any of the 
offices to be filled, either by the nominating committee or by request, 
the election shall be by letter ballot. When a letter ballot is required, 
at least two months before the date of the annual convention a 
ticket shall be mailed to each member of the association entitled to 
vote. Each member shall be entitled to vote for one candidate for 
President, one candidate for Vice President, one candidate for Treas- 
urer and two candidates for Trustees. The ballot shall be sealed 
separately in a special ballot envelope. This ballot envelope shall 
be enclosed in a larger envelope and forwarded to the Secretary. 
The signature of the member voting shall appear on the outer 
envelope. 

When a letter ballot is necessary the Secretary with two canvass- 
ers appointed by the President shall meet at a time and place di- 
rected by the President, and shall open and count all ballots cast 
by persons entitled to vote. No ballot shall be counted if received 
later than noon of the seventh day previous to the beginning to the 
annual convention. When only one candidate is placed in nomina- 
tion for each office to be filled the report of the nominating committee 
shall be considered as an election. 
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The result of the canvass for President, Vice-President, Treasurer, 
and Trustees shall be declared by the President at the Annual Meet- 
ing on certification of the canvassing board. The members who 
shall have received the highest number of votes cast for the several 
offices shall be declared elected. If there be a tie vote the President 
shall order a vote to be taken in the annual convention to decide 
which person of those who shall have received the same number of 
ballots shall be chosen. 

The terms of the officers so elected shall be as follows: For the 
President, Vice-President, and Treasurer, each one year beginning 
with the close of the last day of the annual convention and ending 
the last day of the next annual convention, or until their succes- 
sor shall have been chosen; for the Trustees, three years beginning 
with the close of the last day of the annual convention, or until 
their successors shall have been chosen. 

Section 6. Before the close of each annual convention, the 
Executive Committee elected to serve during the year ensuing shall 
organize and elect a Secretary and an Editor, to serve until the close 
of the next annual convention, or until their successors are chosen. 

Section 7. In case of inability of the President to perform the 
duties of his office, his position shall be temporarily filled by the 
Vice-President, and in case of inability of the Vice-President, his 
position shall be filled by one of the Trustees; the order of precedence 
being governed by priority in date of election as Trustee, or if the 
dates of election be the same, by priority in date of the admission of 
such Trustees to membersip in the Association. 

Section 8. All vacancies in office, except as provided in Section 
7 hereof, shall be filled by vote of the Executive Committee for the 
unexpired term of said office as soon as practicable after said vacancy 
occurs. 

Section 9. The President, Vice-President and Trustees shall be 
ineligible to election to the same office for consecutive terms. 


ARTICLE VII 


oF OFFICERS 


Srecrion 1. The President shall have general supervision of the 
affairs of the Association, and shall preside at all meetings of the 
Association and of the Executive Committee at which he may be 
present. 
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Section 2. The Executive Committee shall be the legal repre- 
sentative of the Association and as such shall have full control of 
the management of the affairs of the Association, subject to the 
control of the Association in regular convention; it shall make the 
necessary arrangements for the convention and shall have power 
to expend the funds of the Association or to invest the same, but 
must not incur indebtedness beyond the funds in the hands of the 
Treasurer and Secretary. The Executive Committee shall have 
power to prepare and enforce, for the conduct of the business of 
the Association, by-laws not in conflict with this Constitution. It 
shall hold an annual meeting at least one hour before the opening 
session of each annual convention. Other meetings shall be held 
at the call of the President or of any three members of the Executive 
Committee. 

All questions in the Executive Committee shall be decided by a 
majority vote and seven members shall constitute a quorum. The 
Executive Committee may vote by letter upon questions submitted 
by the President and Secretary. 

Section 3. The Treasurer shall have charge of the funds of the 
Association, shall pay bills against the Association on order of the 
Finance Committee certified by the Secretary and shall make a 
report of the expenditures and of the funds of the Association at the 
annual convention. 

Section 4. The Secretary shall be an Active Member of the 
Association. It shall be his duty to attend all conventions and 
meetings of the Association and of the Executive Committee; pre- 
pare the business and duly record the proceedings thereof. He 
shall see that all moneys due the Association are carefully collected, 
and shall promptly pay the same to the Treasurer. He shall per- 
sonally certify the accuracy of all bills or vouchers to the Finance 
Committee. 

He shall, at the annual convention, make a report of the receipts 
and of the condition and affairs of the Association. 

He shall conduct the correspondence of the Association and keep 
a full record of the same. 

Section 5. The Editor shall have charge of the printing and 
distribution to all the members, of the Proceedings and Transac- 
tions of the Association and shall perform such other duties as are 
assigned to him by the Executive Committee. 

The publications of the Association shall be copyrighted so far 
as is practicable and proper. 
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ARTICLE VIII 


CoMMITTEES 


SecTIion 1. There shall be four standing Committees, the Finance 
Committee, the Membership Committee, the Publicatica Committee 
and the Convention Committee. The members of each shall be 
appointed by the incoming Executive Committee. They shall serve 
for one year beginning with the close of the last day of the Annual 
Meeting or until their successors shall have been appointed. Special 
Committees may be appointed at any time by the President. 

Section 2. The Finance Committee, which shall consist of 
three active members, shall audit and approve all bills before they 
shall be paid by the Treasurer. It shall examine the books of the 
Secretary and of the Treasurer annually or more often, and shall 
audit the same and report upon the same to the Executive Com- 
mittee. This Committee shall also have general supervision of 
the finances of the Association, making such reports thereon to 
the Executive Committee as the exigencies of the case may require 
or as directed by the Executive Committee or by the Association 
at its annual convention. 

Section 3. The Membership Committee, which shall consist 
of three members, shall examine the qualifications of and vote upon 
all applicants for membership nominated in due form, and report 
its action to the Secretary. 

Section 4. The Publication Committee, which shall consist of 
five members, one of whom shall be the Editor, shall have control 
of the publications of the Association and shall see that all publi- 
cations and papers are edited before publication, and, whenever 
possible, before presentation. 

The committee may call to its aid members of the Association 
or others who have had special experience in the subject treated, 
to advise in regard to any paper, or to discuss the same, and may 
return any paper to its author for correction or amendment. 

No papers containing matter either readily found elsewhere, 
especially advocating personal interests, carelessly prepared, purely 
speculative, or foreign to the purpose of the Association shall be 
accepted. The Committee shall prepare rules which, when ap- 
proved by the Executive Committee, shall govern the preparation, 
presentation and publication of all papers and such other matters of 
similar nature as the best interests of the Association may require. 
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Section 5. The Convention Committee, which shall consist of 
three members, one of whom shall be the Secretary, shall investigate 
all invitations to hold conventions of the Association, satisfying itself 
that the places extending the invitations have proper facilities for the 
accommodation of the members and guests, for holding the meetings 
of the Association with its National Sections, and for Exhibits by 
Associate Members. This Committee shall invite the Convention 
Committee of the Water Works Manufacturers’ Association to coép- 
erate with it. The Committee shall prepare and send to all cities 
extending invitations to hold conventions a form containing such 
questions as may be necessary to properly inform the Committee 
as to the convention facilities offered. The information shall in- 
clude a diagram of the rooms offered for meeting rooms, Committee 
and Section rooms and exhibition space, also a list of available hotels 
with guaranteed rates and the number that each will accommodate; 
points of interest to water works people, and entertainment if any, 
offered. 

During each Annual Convention the Committee shall hold a meet- 
ing, at which advocates of various places extending invitations 
shall be heard, and at the time designated by the Executive Com- 
mittee for the selection of the place for holding the next Annual 
Convention the Committee shall make a report to the convention, 
stating in alphabetical order the invitations received and fully and im- 
partially set forth the advantages and facilities offered by each. 
Should no invitations be received it shall be the duty of the Com- 
mittee to ascertain what arrangements can be made for holding a 
convention, and to report to the Executive Committee before the 
convention convenes. 

The Committee, or one or more members of the Committee, may, 
as soon as practicable after the place for holding convention has 
been selected, visit such place and ascertain whether the guarantees 
can be fully carried out, and whether it is a suitable place for holding 
a convention of the Association; also, if the place is approved, to 
make the necessary arrangements for holding the convention. If after 
such visit, it is the judgment of the Committee that the place is not 
suitable, or does not offer proper facilities, or for any other reason it 
would not be for the best interests of the Association to hold its con- 
vention there, the Committee shall immediately report its findings 
to the Executive Committee, with its recommendations as to the 
meeting place for the next annual convention. The expenses of the 
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Committee or members of the Committee, in making such visits, to 
be borne by the Association, on the basis of an allowance of four cents 


per mile travel. 


ARTICLE IX 


MEETINGS 


Section 1. The Annual Convention of the Association shall open 
on such Tuesday as the Executive Committee may designate, at 
nine o’clock, a.m., and at such place as shall have been designated 
by the Association at the previous convention, the selection to be 
by ballot. The place receiving a majority of all votes cast shall 
be selected as the place of meeting. All members shall be entitled 
to vote. 

Section 2. The Executive Committee shall have power to 
change the place of meeting as in its judgment the interests of the 


Association may demand. 
Section 3. The date of the Annual Convention shall be fixed 


by the Executive Committee not less than seventy days in advance 
of the meeting, and such date shall be printed on all ballots for the 
nomination or election of officers. 


ARTICLE X 


SECTIONS 


Section 1. Local Sections may be established by the Executive 
Committee on receipt of a written request to that effect signed by 
twenty Active or Corporate Members of the Association, residing 
in the territory within which the Local Section is desired. 

Section 2. National Sections consisting of Engineers, Superin- 
tendents, Chemists and Bacteriologists, Accountants or other classes 
of persons included in the membership of the Association, may 
be established by the Executive Committee on the request of thirty 
members. Any member of the Association may register in any 
National Section of the Association in which he is interested. 

Srection 3. Such Sections, which shall consist only of members 
of this Association in good standing, shall elect their own officers and 
committees, subject to confirmation by the Secretary of the Associa. 
tion as to their standing in the Association; and may make any rules 
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for their government not inconsistent with the Constitution and 
By laws of the Association, but these rules must first be approved by 
the Executive Committee. 

Section 4. Each Local Section as soon as established, and after 
its rules have been approved by the Executive Committee, may with 
the approval of the Finance Committee, annually receive from the 
Treasurer of the Association, for local use, not more than twenty-five 
per cent of the annual dues paid to the Association by the members 
of the said Local Section; except that in no case shall the total of 
all moneys received by any Local Section for any one fiscal year 
exceed the sum of One Hundred and Fifty Dollars; and except that 
Local Sections with small memberships, where the allotted twenty- 
five per cent of the annual dues paid to the Association by the mem- 
bers of the said Local Section does not amount to Fifty Dollars, such 
Local Sections shall be entitled to receive from the Treasurer of the 
Association, for local use, not more than Fifty Dollars in any one 
fiscal year. 

The Treasurer of each Local Section shall forward to the Secretary 
of the Association his application endorsed by the presiding officer 
of the Section for such portions of the said sums above specified as 
may be needed; and upon receipt of such application the Secretary 
shall request the Finance Committee to authorize the Treasurer of 
the Association to pay such sums to the Treasurer of the Local 
Section. These moneys may be used by the Local Section only in 
payment of necessary operating expenses incurred by the Section, such 
as printing, stationery, postage, rent and care of meeting room, 
light, fuel, stenographer, and stereopticon operator services at 
meetings, etc. 

At the end of each fiscal year the Treasurer of each Local Section 
shall submit a certified copy of his accounts to the Secretary of the 
Association, the same being itemized and showing the balance on 
hand of the funds received from the Association. This balance shall 
be returned to the Secretary of the Association, or shall be charged 
to the Local Section as a portion of its quota for the following year. 

Section 5. The presiding officer of each section shall be an 
Honorary Vice-President of the Association. 

Section 6. Any section may be dissolved by the Executive 
Committee for good and sufficient reasons. 
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ARTICLE XI 


GENERAL 


Section 1. Any member may, with the concurrence of the pre- 
siding officer, admit friends to the meetings of the Association, but 
such persons shall not take part in the discussions without the con- 
sent of the convention; and the privilege of the floor can only be 
granted to a non-member by unanimous consent. 

Section 2. The Secretary shall send notice to all members of 
the Association at least fifteen days before the annual convention, 
giving the titles of papers to be read and mentioning any special 
business to be considered at said convention. 


ARTICLE XII 


AMENDMENTS 


Section 1. All proposed amendments to the Constitution shall 
be submitted in writing to the Executive Committee which at its 
discretion may bring them before the next Annual Convention of 
the Association, but the Executive Committee must do so on the 
request in writing of five members of the Association. 

Section 2. To pass an amendment to the Constitution, an 
affirmative vote of two-thirds of the members present and voting at 
said convention shall be required. 
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PAST PRESIDENTS 


°J. T. Fame, Minneapolis, 
G. H. Bunsuneura, Milwaukee, 
James P. Donanuz, Davenport, 
*Josura A. Bonp, Wilmington, 
Morris R. SHerrerp, Newark, N. 
tBensamin C. Apxrns, St. Louis, 
ALEXANDER St. Catharines, 
Gruorce G. Earu, New Orleans, 
Lzonarp Metcatr, Boston, 
THEoporeE A. Letsen, Detroit, 
Cuaries R. Henperson, Davenport, 
E. Davis, Philadelphia, 
Burxman C. Lirruz, Rochester, N. 
* Deceased. 
{t Not now a member of the Association. 
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1910-1911 
1911-1912 
1912-1913 
1913-1914 
1914-1915 
1915-1916 
1916-1917 
1917-1918 


1881-1882 
1882-1883 
1883-1884 
1884-1885 
1885-1886 
1886-1887 
1887-1888 
1888-1889 
1889-1890 
1890-1891 
1891-1892 
1892-1893 
1893-1894 
1894-1895 
1895-1896 
1896-1897 
1897-1898 
1898-1899 
1899-1900 
1900-1901 | 
1901-1902 | 
1902-1903 
1903-1904 
1905-1906 
1906-1907 
1907-1908 
1908-1909 
1909-1910 
1918-1919 
919-1920 
920-1921 
1921-1922 
922-1923 
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CONVENTIONS 


Place Date 
Columbus, Ohio............. March 14-16, 1882 
May 15-17, 1883 
Cincinnati, Ohio............ April 15-17, 1884 
April 21-23, 1885 
June 23-25, 1886 
Minneapolis, Minn.......... July 13-15, 1887 
Cleveland, Ohio............. April 17-19, 1888 
Louisville, Ky..............- April 16-18, 1889 
eee May 20-24, 1890 
Philadelphia, Pa............ May 14-17, 1891 
May 17-19, 1892 
Milwaukee, Wis............. September 5-9, 1893 
Minneapolis, Minn.......... August 21-23, 1894 
May 28-30, 1895 
Indianapolis, Ind............ May 26-28, 1896 
June 8-10, 1897 
June 14-18, 1898 
Columbus, Ohio............. May 16-19, 1899 
May 15-18, 1900 
June 17-22, 1901 
June 10-13, 1902 
Detroit, Mich............... June 23-26, 1903 
June 6-11, 1904 
West Baden, Ind............ May 9-12, 1905 
Boston, Mass................June 26-30, 1906 
Washington, D. C........... May 11-16, 1908 
Milwaukee, Wis............. June 7-12, 1909 
New Orleans, La............ April 25-29, 1910 
Roehester, June 5-10, 1911 
Louisville, Ky............... June 3-7, 1912 
Minneapolis, Minn.......... June 23-27, 1913 
Philadelphia, Pa............ May 11-15, 1914 
Cincinnati, Ohio............ May 10-14, 1915 
June 5-9, 1916 
June 9-13, 1919 
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May 27, 1896 


June 15, 1916 
May 24, 1922 
May 17, 1912 
Feb. 2, 1910 
Sept. 30, 1912 
Apr. 27, 1914 
Mar. 31, 1921 
Jan. 18, 1915 


Apr. 3, 1922 
July 20, 1920 


Dec. 12, 1921 
June 21, 1921 
May 24, 1922 
Mar. 12, 1917 
Jan. 17, 1915 
Mar. 28, 1910 
Feb. 17, 1913 
Oct. 14, 1919 


Apr. 3, 1899 
Mar. 30, 1918 


= 
Al Lod 
Arryns, ALBERT NELSON, C.E. 716 Greenwood Ave., Brook- 
Es 
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Ames, JEREMIAHL., Filtration Division, Porter Avenue Sta- 
tion, Bureau Water, Buffalo, N. Y................... 
Amiss, Toomas L. Supt. Water and Sewerage, Shreveport, La. 
Amspary, F.C. Mgr. Water Co., Champaign, Ill........... 
ANDERSON, RoBERT Prof. Engineering Practice, Stevens 
AnprEWws, C. Water Commissioner, 2 Municipal 
ANnpDREWS, Lewis P. Manager, Secy. and Treas. Water Co., 
ANDREWS, Rospert E. National Board Fire Underwriters, 
205 Merchants Exchange Bldg., San Francisco, Cal..... 
140-12th Avenue, Long Island City, 


Genl. Mgr., Water Co., Cassilla Correo 
149, Bahia Blanca, Argentine 
APPLEBAUM, SAMUEL BERNARD, C.E. Sanitary Engineer, 78 

Stephenson Blvd., New Rochelle, N. Y................ 
ArcHer, Eimer T. Cons. Engr., New England Building, 

—— J. G. Supt. Water Works System, Woodstock, 


ARMSTRONG, JAMES W. Filtn. Engr. City Water Dept., Lake 
Montebello, Hillen Road, Baltimore, Md 
meee R. Fraser. Woodstock, New Brunswick, 


K 
Avery, ender. Asst. Engr., P. S. Comn. Cmith. of Penna., 
84 North 17th St., Harrisburg, Pa..................... 
Ayrrss, Louis E., C.E., B.S. Pr. Asst. G. S. Williams, 
Cons. Engr., Cornwell Building, Ann Arbor, Mich...... 
Ayres, THOMAS H. 905 Sherman Ave., South Bend, Ind..... 


Bassitt, Harotp E. 204 Engineering Hall, Urbana, Ill...... 
Bascock,G.H. Supt. Water Works, East Rochester, N. Y... 
eae i Frank. c/o Dorr Co., 247 Park Ave., New York, 


505 Arlington Bldg., Rochester, N. Y.................. 
Baxer, M. N. Assoc. Editor, Engineering News-Record, 
10th Ave. at 36th St., New York, N. Y................ 
Batpwin, F. O. Supervisor, Water Purification Plt., 2710 
West Grace St., Richmond, 


June 8, 1909 
Dec. 22, 1916 
Feb. 28, 1917 
Apr. 13, 1909 
June 14, 1913 
Oct. 14, 1922 
Feb. 5, 1917 
June 29, 1909 
Apr. 24, 1916 
May 14, 1918 
Feb. 10, 1921 
Mar. 12, 1910 


Oct. 23, 1922 
Apr. 8, 1916 


Mar. 27, 1922 
May 18, 1914 


June 7, 1910 
Feb. 28, 1922 


Nov. 16, 1916 
June 20, 1913 


June 4, 1915 
June 7, 1916 


Feb. 4, 1915 
Feb. 7, 1922 


Feb. 28, 1921 
May 14, 1909 


Apr. 15, 1915 


May 15, 1923 
Oct. 4, 1915 


Jan. 31, 1922 
June 24, 1903 
May 10, 1922 


Bs 
B: 
B: 
B. 
B. 
B 
B 
B 
S Anaus, Rosert W. Prof. of Mechanical Eng., University of B 
} 
ArmMsTRoNG, Roger W. 120 Montague St., | 
: ATKINSON, AsHER. City Engr., 49 Mine St., New Bruns- , 
: Arxinson, T. R. Consulting Engineer, Bismarck, N. D..... 
Baniman, Cuiarence. Chief Botst., Cincinnati Filtration 
a Baitey, Joun G. Supt. Water Distbn., Engr. Bldg., Main 
and Orange Sts., Jacksonville, 
Barn, Ernest B. City Water Dept., Raleigh, N.C.... 
a Barr, Maurice Z. Chf. Engr., State Board of Health, Capi- 
tol Bidg., Little Rock, 
A a San. Engr. N. C. State Dpt. Hlth, Raleigh, 
Barun, M. ‘tate Bd.of Hlth, Madison, wis... 
Baxer, Harotp C.E. Bur. Munic. Research, 


AMERICAN WATER WORKS ASSOCIATION 


BaLDwWIN, Frep N. Supt., Water Works, Flint, Mich........ 
BaLpwiINn, Henry DE Forest. President Queens County 


Barsour, Frank A. Consulting Hydraulic and Sanitary 
Engr., 1120 Tremont Bldg., Boston, Mass.............. 
BARCLAY, W. E. Supt. Dept. Water and Elect., Aurora, Ill... 
BaRDWELL, R. C. 7 Water Service, C. & O. Railroad, 
BarRKER, STANLEY T. Sr. Asst. Engr., State Dept. Pub. Hith., 
Barnes, T. Howarp. Cons. Engr., 1637 Whitehall Building, 
Barnett, A. G. Engr. w/Fuller & McClintock, 879 North 
Parkway, Memphis, Tenn... 
Barnett, C. P. Consulting Engineer, Covington, Virginia. . 
Barnuarp, P. Mgr., Mt. Carmel Public Utility Co., Mt. 
Barns, FrEpErRIcK B. w/Nicholas 8S. Hill, 112 East 
Barr, Wiitu1am M. Consulting Chemist, Union Pacific Sys- 
Barrows, H.K. Cons. Engr., 6 Beacon St., Boston, Mass.... 
Barry, James P. Chf. Hyd. Engr. Redwood Mfrs. Co., 1600 
Hobart Bldg., San Francisco, 
BartTuotomess, C. F. Asst. Engr., Munic. Water Works, 
1664 Broadway, Denver, 
Bartiett, N. Emory. Natrona Water Co., 1000 Widener 
Building, Philadelphia, 
BarTLETT, TERRELL. Cons. Engr., 612 Cacasieu Bldg., San 
Barton, Cart O. Asst. Ener., Dept. Wtr. Sup., 176 Jeffer- 


Bascom, G. R. c/o Barber Greene Co., 9 S. Clinton St., 
Bass, Freperick H. 429 Union St., Minneapolis, Minn...... 
Bassett, Carrot P., C.E. Summit, N. 
Bassett, Cuartes K., M.E., Buffalo Meter Co., 2917 Main 
Bassett, Gro. B.,C.E. 691 W. Ferry St., Buffalo, N. Y...... 
BartcHeLperR, Georce W. Water Commissioner, 19 City Hall, 
Bares, Pror. C.O. Chair of Chemistry, Coe College, Cedar 
Bates, Gro. W. City Engr., Lincoln, Neb................ 
Bates, Ratrx D. Chemist, Filter Plant, Clarksburg, W. Va.. 
Baton, Warren U. C. Chief Analyst 528, South Lang Ave., 
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May 10, 1915 
Apr. 27, 1910 
Mar. 27, 1919 
Apr. 24, 1920 


Dec. 26, 1922 
Dec. 12, 1921 


Dec. 16, 1919 
July 27, 1922 


May 21, 1906 
May 13, 1918 


Nov. 3, 1916 
Apr. 16, 1923 
Dec. 14, 1914 


Apr. 30, 1923 
June 13, 1922 


Oct. 19, 1914 
Mar. 14, 1922 


Feb. 


9, 1917 


May 20, 1920 
May 20, 1920 
Feb. 20, 1922 
June 7, 1909 
June 8, 1923 
Mar. 23, 1922 


June 7, 1909 
June 7, 1921 


Sept. 2, 1914 


Apr. 


2, 1909 


Oct. 14, 1909 


June 13, 1921 
Apr. 12, 1909 


Apr. 25, 1916 
July 17, 1922 


Feb. 8, 1923 
Feb. 10, 1921 


Apr. 


9, 1909 


18 Water Co., 25 Broadway, New York, N. Y............... ia 
09 BaLpWIN, Hersert B., Chemist, Dept. of Health, 927 Broad a 
16 Batt, Georce W. Prest. I. C. WaterCo., Paul-Helen Bldg. a 
17 Batt, Norman Z. Asst. Engr., in Charge of Water & Sewers, * 
19 Banpy, B., C.E. 303 New Bern, Raleigh, N. C..... 
Bank, Witu1am G. Asst. Engr. Bureau of Water of Newark, ee 
BANKSON, ELLIS E., C.E. 1111 Union Bank Bldg., Pittsburgh, ie 
9 
7 
_ 
Bartow, Cot. Epwarp. Chemistry Dept., State Univ. of cae 
Bartram, GeorcE C. _340 Southside Ave., Freeport, L.I..... 
7 
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Batt, JounB. Supt. Water Works, North Tonawanda, N. Y. 
Capt. R. J. Q. M. Constr. Svce., U.S. A., Fort 

Bayruis, JoHN R. Prin. San. Chst., Baltimore Filtration 

Plant, Lake Montebello, Hillen Road, Baltimore, Md... 
BEAN, a L. Civil Engineer, 1729 N. 19th St., Philadel- 

Brarps.Ley, JoserpH C. P. O. Box 237, Cleveland, Ohio...... 
Beck, F.E. Chf. Engr., Consolidated Water Co. 
Beck, H. A. Detr. Pub. Svce., 201 Furnace St., Elyria, ob 
Bepe.u, Artruur S. State San. Engr., Salt Lake City, Utah.. 
BeEveE.L, James. Supt., Water Works, 10 Croton Ave., Ossin- 


325 N. Front St., Rock Springs, Wyo.................. 
Bemis, Epwarp W. Room 1605, 139 N. Clark St., Chicago, IIl. 
BenuamM, Wesster L. Cons. Engr., 512 Gumbel Bldg., Kansas 


M.E. State Public Utilities Comn., Spring- 
a a S. Supt. Operation Univ. of N. C., Chapel Hill, 
BERNHAGEN, Lewis O. City Hall, Beaumont, Tex........... 
Berry, ALBERT E. 69 Pembroke St., Toronto, Ont.......... 
Se _- Am. W. W. & E. Co., 50 Broad St., New 


Berry, Frep D. Secty. Bd. Water Comrs., Hartford, Conn.. 
BESSELIEVRE, Epmunp B., B.S. San. Engr., 300 Pitney 
Berres, CHARLES R. Chief oe: Queen Co., Water Works, 
Far Rockaway, L. I., N. 
Berer, ALBIN H., CE. Assoc. Prof. in Civil Eng., Columbia 
Bieas, Grorce W., Jr. Chf. Engr. Amer. Water Works and 
Elect. Co., 50 Broad St., New York, N. Y 
Biturines, Ltoyp C. Supt. Filtn. Plant, 1247 Bemis St., 8. E., 
BILLWILLER, ErNEsT Oswatp. Cont. Hyd. Engr., 18 W. San 


Birp, Crrus R. The Pitometer Co., 50 Church St., New 
kates 
Brrpsatt, Lewis I. Care General Chemical Company, 112 
BrrRKINBINE, Cart P. Hyd. Engr., Commercial Trust Bldg., 


Bisuop, Guy H., C.E. Carolina Engineering Co., 412 South- 
ern Bldg., Wilmington, N. C 
BisHor, Westey. Genl. Supt., Township of Moorestown 
Water Dept., Moorestown, N. J 
Bisnop, 63 Trenton Ave., Morrisville, Pa......... 
er B. Cons. Engr., Mutual Building, Kansas 
Buackx, Gurpon G. 3737 Washington Ave., St. Louis, Mo..... 
Buarn, Ciaup Francis. Public Works Department, Sydney, 
ParKER. 1133 Catherine St., Victoria, West, 


Apr. 24, 1919 
Aug. 8, 1915 
Oct. 2, 1915 
Dec. 29, 1913 
Apr. 15, 1909 
Apr. 20, 1915 
June 19, 1920 
June 10, 1920 
May 12, 1908 
Sept. 12, 1922 
Oct. 4, 1919 


May 14, 1909 
May 18, 1909 


June 9, 1919 
Apr. 7, 1920 
May 10, 1923 


Mar. 6, 1917 
June 21, 1920 


Mar. 20, 1918 
Oct. 7, 1919 
June 18, 1901 
June 17, 1916 
June 2, 1916 
May 23, 1923 
June 10, 1920 
Mar. 16, 1922 
June 24, 1913 
June 2, 1916 
Sept. 26, 1921 


Mar. 29, 1916 
May 29, 1908 


June 24, 1913 
Feb. 13, 1915 


Nov. 14, 1922 
Apr. 20, 1910 
May 10, 1922 


BI 
Bi 
Bi 
Bi 
B: 
B 

ing, aN. 

; Beers, William H. Box 116 Gatun, Canal Zone, Panama..... B 
BELcHER, Ricuarp. Prest. Water Co., Marysville, Cal...... 
ae Bey, Davip V. Supt., Water Companies, U. P. R. R. Co., B 
E 
E 
] 
] 
] 
BLAISDELL, Hiram WHEELER. Filtration Engr., Hotel Com- 
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BiaKEMAN, 8S. R. Supt. Water and Light Dept., Dyersburg, 


BiancHarD, R. K., M.E. Engr., Neptune Meter Co., 
50 East 42nd St., New York, N. Y...............00200. 
BLEISTEIN, BERNARD J. Asst. Engr., Dept. W. 8S. G. and E. 
of N. Y. City, 143 Sterling St., Brooklyn, N. Y.......... 
Biessep, Witu1am 8S. Mech. Engr., 800 Marquette Bldg., 
Biew, James. c/o Bran McAllister, North Terre 
ashe ne H. Supt. Norfolk City Water Dept., Nor- 
Burven, Geo. H. Supt. Rochester and Lake Ont. Wtr. Co., 
440 Powers Bldg., Rochester, N. Y..................... 
BuiveN, M. Harvey. Asst. Engr. Wtr., Dpt. Eastman Kodak, 
71 Bellevue Drive, Rochester, N. Y.... ...........000+ 


Buockiz, Georce D. Supt., Water Works, Hammond, Ind... 
Bioum, ArTHuRW.P. Engr. Asst. State Dept. Health, 2206 


Walbrook Ave., Baltimore, 
ee H. F. Supt. City Water Works, Cedar Rapids, 


Engineer, 52 William St., New York, 


P 
Born, W. H. 1214 Louden Ave., Cincinnati, Ohio........... 
Boumann, Henry P. Supt. Water Works, Milwaukee, Wis... 
H. 3rd. Floor, Kinney Bldg., Charlotte, 


Bootn, L. M. Prest. Booth Chemical Co., P. O. Box 203, 
Boots, Cons. Chemist, 312 First Trust and 
Dep. Bk. Bldg., Syracuse, N. Y.........2.2..0:0seee0e 
Borven, MoroM. 310 Lees Ave., Collingswood, N. J........ 
Borpen, StepHeN W. Gen. Mgr., Lakewood Water Co., 
BorrowmaNn, R. E. Consulting, Engr., Weber Building, St. 
Bower, Tuomas Francis. Cons. Engr., 110 William St., New 


Bowman, ABRAHAM M. Supt. Public Utilities, Elmira, Ont... 
Bortz, Bryan J. Dpty., Wtr. Comnr. Bur. of Water, 2 Mu- 


DWARD CHARLES. c/o Filtration Plant, Grand 
Supt., Water Dept., City Hall, Greens- 
Boynton, Perxins. Chst. in chge.,New Chester Wtr. Wks., 
115 W. Mowry 8t., Chester, 
Brapsury, Epwarp Gating. County Sanitary Engr., 
Court House, Columbus, 


Brap.ey, E. B. Bact. Lexington Water Co., Lexington, Ky. 
a F. Chf. Engr. and Bact., R.F. D.8, Valparaiso, 
Brace, CHarLtes Treat. Brag Engineering Co., 12-253 
neral Motors Bldg., Detroit, Mich................. 

Braaa, George H. 445 Sutter St., San Francisco, Cal...... 
BRANSFIELD, P. E. State Dept. of Hith., 135 Huntington St., 
BreITzKE, Cuar.es F. Sanitary Engineer, Jersey City Water 
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Nov. 13, 1914 
June 19, 1919 
Apr. 26, 1918 
June 1, 1923 
Aug. 21, 1922 
May 12, 1914 
Apr. 26, 1909 


Apr. 12, 1921 
June 8, 1921 


Aug. 9, 1922 
May 13, 1917 
Apr. 9, 1906 
Apr. 18, 1909 
Apr. 2, 1909 
8, 1913 
July 21, 1911 
May 12, 1914 


June 8, 1909 
June 5, 1912 


Dec. 31 1922 
May 23, 1921 


Feb. 9, 1920 
Oct. 21, 1919 


Mar. 16, 1922 
Apr. 12, 1916 
Sept. 26, 1921 
June 16, 1920 


June 16, 1919 
May 23, 1923 


Feb. 10, 1921 


June 7, 1910 


| 

19 

15 

15 

18 

09 

15 a 

20 

8 

94 

+ 

9 

1) 

3 BoarpMAN, W.H. Civil Engr., 426 Walnut St., Philadelphia, ae 

4 

) 

| 

Oct. 14, 1922 care 
Mar. 16, 1922 
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Bretz, C. F.,C.E. Supt. Wtr. Dept., Oklahoma City, Okla.. Aug. 1, 1923 


BRICKER, R. P. Prest., Shelby Water Co., Shelby, Ohio..... Nov. 19, 1915 
BRIDGERS, J.H. Prest. Henderson Water Co., 123 N. Garnett 
St., Henderson, June 5, 1923 


BRISBIN, G. W. Supt., Monroe Water Works, Monroe, Mich.. Aug. 14, 1919 
BROCKWELL, SHERWOOD. Deputy, Ins. Comnr., Raleigh, 


Brockway, WARNER C. Engr. Taxpayers League, 213 Torrey 
BROMLEY, 8H Munic. Engr., Grimsby, Ont............... June 21, 1920 
Bromscuwia, A . C. Supt. Filt. and Water Works, Whiting, 
Brooks, James E. Consulting Engineer, 40 Wildwood Ter- 
Brooks, Joun N., B.S. Douglaston, N. Y................+- Feb. 24, 1912 
BRossMAN, Cuartes. Cons. Engr., 1503 Merchants Bank 
Brower, Irvine C. Comnr. of Public Wks. ., Evanston, 
Brown, A. R. Prest. Erwin Water Co., Erwin, Tenn. . . Feb. 19, 1923 
Brown, C. Artuur. Sanitary Engineer, West Erie Ave. we 
Brown, C. D. Mgr. The Walkerville Water Co., Walker- 
Brown, Catvin 8S. "The Belvedere, Toledo, Ohio............. Mar. 15, 1882 
Carro.u, C.E. P.O. Box 234, St. Peters- 
Brown, heey Brat Water Works, Eau Claire, Wis...... Jan. 24, 1921 
Brown, Horace A., C. Conslt. Engr. and Supt. Water 
Brown, JAMES. 425 East Olive St., Turlock, Calif.......... Sept. 12, 1922 
Brown, Rasse.as W. Supt. and Secty. a” Corry Water Supply 
Brown, Water I. Cit Oct. 30, 1914 
ett 4 Ortro E CE. Dvn. of Santn., State Bd. of 
Broa, E.G. Asst. Genl. Supt., Oil Pdn. Empire Gas & Fuel 


Bruce, Joun A. Cons. 7. r., 120 8. 50th Ave., Omaha, ain Oct. 21, 1920 
Brusa, Wa. W. Depty, Chf. Eng t., Dept. Water Suppl Gas 

and Electy., Seioh al Building, New York, N Feb. 18, 1911 
Buck, WituarpC. Cons. Engr., 1245 W. Minnehaha Parkway, 


Minneapolis, ov Mar. 13, 1920 
Bucs, Wiuu1am H. Engr. and Supt. Construction, Riverton 
and Palmyra Water Co., Riverton, N. J..............+: May 7, 1916 


ape °°: Oscar E. Bd. Wtr. and El. Lt. Comn., Lansing, 


BuLL, CGuamnes H. Asst. Engr., Dept. W. 8. G. and E., 702 


June 23, 1913 


Madison Ave., New York, Mar. 30, 1920 
Butt, Irvine C. ‘Analytical and Consulting Chemist, 50 

amicus Grorce Cyrus. P. O. Box 262, Ancon, C. Z....... Feb. 23, 1911 
Bunks, F. A. Supt., Wtr. & Lt., 808 Pleasant St., St. Joseph, 

he Jan. 17, 1922 
Buntina, P. G. Mgr. City Point Water Co., Box 11, Peters- 

Burpicx, Densiinn B. Hydraulic and Sanitary Engr., 1417 


Burgess, PHILIP. ons. Engr., 223 East Broad St., Columbus, 


' 

J 


16 


woo 
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Burnett, Muscoz. Prest. Water Co., Paducah, Ky........ 
BurnHAM, Harry A. Engr. and Sp. insptr., F. M. F. Ins. 
Co., 31 Mills St., Boston, Mass................222000006 
Burniz, Artuur N. Supt., Biddeford and Saco Water Co., 
Burns, Curnton 8. Cons. H. E., 402 Interstate Building, 
Burt, Joun. Gnl. Mgr. Marin Mepl. Wtr. Works, 425 5th 
BusHNeLL, Witt B. Spvsg. Engr., C. & U. Water Co., 18 
Taylor 
seat A.M. Chief, State Water Survey Divn., Urbana, 


Butter, C. 8. Bct. Naval Med. School, 24th and E, N.W., 


Burrennem, Haroutp S. Editor The American City, 443 


Buzsy, J.S. Box 310, Burlington, N. 
Buzze.u, Chemist. Chf. chmst., Filtration Plant, 
726 East Court St., Flint, Mich.....................0 
Byrne, L. J. Supt. Meters, Water Department, 20th & Vine 


Capy, Harrison R. Mech. Engr., Bur. of Water, 795 City 
Hall, Philadelphia, 
Carrp, James M. Chemist and Bacteriologist, Proctor Bldg., 


Catuoun, J. W. Meter Foreman, New Chester Water Co., 
Cauuanan, J. W. Supt. City Wtr. Wks., Spindale, N. C.... 
Catvert, K. Chemist, Indpls. Sewage Comn., 1902 
N. New Jersey Ave., Indianapolis, Ind................. 
CAMERON, ARCHIBALD Preston. c/o Worthington-Simpson, 
Ltd., Queens House, Kingsway, London, W. C. 2, Eng. 
CamMPBELL, C. B. Supt., Bureau of Water, Altoona, Pa...... 
CampBELL, GrorGe A. P. O. Box 2002, Reno, Nev.......... 
Campion, Harry T. Supt. Water Works, Defiance, O........ 
CARLIN, Putt. Supt. Water Works, Sioux City, Iowa........ 
CarLisLe, CHartes C. Cons. Engr., 312 First Natl. Bank 

Carr, J. A. Supt., Village Water Dept., Ridgewood, N. J... 
Carrick, O. W. Wtr. Engr., Wabash Ry., 1636 E. William 
Carro.i, Eveene. Vice Prest. and Mgr. Butte Water Co., 
CarsTEIN, Lorenz W. F. Cons. Engr., 50 Church St., New 


Carter, C. D. Supt., Water and Sewage Dept., Charlottes- 


Cask, Eapert D. Vice-Pres., Pitometer Co., 50 Church St., 
Cascrain, Cuartes P. Mgr., Water Works, City Hall, 
Cates, R.H. Pwr. Engr., So. Cal. Edison Co., 1210 Lake St., 
Catiett, Grorce F. San. Engr., State Bd. of Hith., Bureau 
of Eng. and Inspen., Raleigh, N. C.................... 
Cavatusr, C.,C.E. 9-13 Rue Saint-Leon, Nancy, France.. 
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June 22, 1923 
June 16, 1920 
Mar. 22, 1916 
Dec. 3, 1909 
May 20, 1920 
Feb. 20, 1922 
Mar. 20, 1916 
July 20, 1922 


Mar. 13, 1913 
Sept. 30, 1919 


July 10, 1914 
Aug. 21, 1922 


July 9, 1921 


May 16, 1900 
July 10, 1906 


May 14, 1921 
May 12, 1923 
Nov. 22, 1920 
June 4, 1912 
May 10, 1915 
Apr. 9, 1913 
Nov. 30, 1920 
Apr. 15, 1891 


Apr. 7, 1910 
May 3, 1916 


Sept. 21, 1920 
June 7, 1904 
Feb. 8, 1923 
July 10, 1906 
Mar. 4, 1921 
May 20, 1920 
June 16, 1920 


June 7, 1919 
Aug. 31, 1916 


23 
21 
23 
20 
21 
12 
a 
CaLpweE.u, James H., C.E. 55 First St., Troy, N. Y......... 
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CuamBers, Georce H. Supt. Mntnce., B. of W., 50 Lake 
CuamBers, Joun. Chief Engr. and Supt., Louisville Water 
Cuamot, E. M. Prof. Sanitary Chemistry, Cornell Univer- 
Cuampe, GreorGe, C.E. 610 Nasby Building, Toledo, Ohio.. 
Cuampion, Roy B. Supt. Public Works, 36 West 12th St., 
Cuase, Cuar.es P.,C.E. 123Sixth Ave., Personal, Clinton, Ia. 
Cuase, Epwarp SHERMAN. c/o Metcalf and Eddy, 14 Beacon 


co eee D., C.E. 607 Purchase St., New Bedford, 
ona eaee E., C.E. Mgr. City Water Co., Shelby- 
Cuester, J. N., H. and M.E. Union Bank Building, Pitts- 
Curtps, J. A. Engineer, State Board of Health, 1988 Summit 
CuipMaNn, C.E. Mail Bldg., Toronto, Ont., Can...... 


CuisHam, J.M. Supt. Water Co., Atchison, Kans........... 
Cuivvis, Letanp. Engr. in chge. Dist. Secn., 312 City Hall, 


Franklin St., Richmond, 
Chmst. & Betlgst., City Board of Health, 
Cuiancy, JAMES va Comnr. of Finance, Court House, St. 
Crarx, A. E. Chemist in Charge, Filtration Plant, New- 
Cxuark, ArtHUR T. Supt. Water Works, Herkimer, N. Y..... 
Frep. W. G. Water Works Engr., British Municipal 
Cran, H. W. Prest. H. W. Clark Co., Mattoon, Ili....... 
Crank, Harry W. Chf. Chmst., State Dpt. Hlth. Rm. 541, 
Ciark, Richarp. Supt. Water Works, Merritton, Ont...... 
CuarkK, Witu1am G. Cons. Engr., 1047 Spitzer Bldg., Toledo, 


Cuark, Witu1am H. Supt. Water Works, Avon, N. Y....... 
Cuark, L. Chemist, Wyandotte Filt. Pint., 5 
Superior Blvd., Wyandotte, Mich...................... 


Cuark, MAnsFIELD. Prof. Chemistry, Hygienic 
Lab., U.S. P. H.8., 25th and E. Sts., Washington, D.C. 
Harotp V. Supt., York Co. Water Co., Kennebunk, 


Crayton, R. M. American Savings Bank, Atlanta, Ga...... 
Criemens, O. E. Megr., Wtr. Sales, 8. V. Wtr. Co., 375 Sutter 

Ropert L. 3625 Springdale Ave., Baltimore, 


June 8, 1921 


June 8, 1921 


Feb. 13, 1915 
Mar. 10, 1913 


Mar. 11, 1914 
Aug. 31, 1916 


May 3, 1919 
Nov. 3, 1919 
Dec. 17, 1913 
Nov. 7, 1910 
Feb. 5, 1917 
Apr. 18, 1888 
June 11, 1902 


Oct. 4, 1919 
Oct. 4, 1919 


May 31, 1921 
Sept. 30, 1919 


May 7, 1917 
May 31, 1922 
June 30, 1922 


June 10, 1919 
May 16, 1919 


June 22, 1923 
May 29, 1895 


May 26, 1920 
June 27, 1905 


July 8, 1908 
May 31, 1916 


Sept. 21, 1920 
June 9, 1921 
Apr. 10, 1922 


Mar. 5, 1921 
Apr. 5, 1891 


Feb. 10, 1921 
Aug. 27, 1910 


a! 
a CHRISTENSEN, G.H. Mgr. Lt. and Water Co., Missoula, Mont. 
CurisTMAN, N.H. Mch. Engr. Wtr. Dpt., 2086 W. 91st 
CLaFLIN, R. Supt. Water Co., Rennselaer, N.Y... 
ae CLAIBORNE, Herpert A. Contracting Engineer, 204 West 
CuarRKE, Leonarp. Distr. Mgr., 814 Main St., Vancouver, 
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CLEVELAND, H. Burperre. Cons. San. Engr., 38 Park Row, 
CLEVERDON, WauTeRS. L. vsr. of Property Ass. Prof. of 
Sanitary Engineering, % Y. Univ., Bronx, New York, 

Y 


Coseicn, W. M. Professor of Chemistry, Montana State 
Coxnurn, JAMEs W. Treasr. Rensselaer Water Co., P. O. Box 
Cops, R. W., C.E. 116 Chatham St. W., Windsor, Ont....... 
Corrin, T. DeL. Asst. Engr., Bureau Water Supply City of 
Coie, Epwarp S. Prest., The Pitometer Co., 50 Church St., 
CoLtemMan, Bernarp S. Chem. and Bact., 335 Fair St., Little 
Coturns, A. Water Comnr., 29 Jepson St., Niagara Falls, Ont. 
Coins, Epwarp H. Chf. Dftsmn. Bd. Wtr. Cmnrs., 914 BE. 
Coutuins, M. F. Supt. Water Works, Lawrence, Mass.. 
R. Savings Institution Bldg., Burlington, 


Conaty, Bernarp M. Dist. Mgr., W. & T. Co., 1046 Mc- 


Knight Bldg., Minneapolis, Minn...................... 
Connor, F. J. Supt. Water Works, Sioux Falls, 8. Dak...... 
Connor, Tuomas J. Supt. Water and Light Dept., Gilbert, 

Conran, H. State Riv. Wtr. Sup. Comn., Treasury Gardens, 

Coox, Joun H. Hyd. Engr., East Jersey Water Co., 158 


Cooper, SamueL W. Civ. and Hyd. Engr., 330 North St., 

Corsin, Clement K. Detr. Middlesex Water Co., 243 Wash- 

Corry, Ray Howarp. Gnl. Mgr., Coos Bay Water Co., 


Corp, Cuarutes I., Prof. Hyd. & San. Eng., Univ. of Wis., 
Cory, H. L. ‘Cons. Muniec. Engr., Dakota National Bank 
CoscuLLuELA, Juan Antonio. Cons. Engr., O’Reilly y 
Costa, J. E. City Hall, Pittsburg, Cal..................... 
CouGHLAN Rosert E. Sprvsr. Wts. Sup. C. & N. W. R. R., 
109 8. Karlov Ave., Chicago, Ill. 
Cons. Engr., 114 Liberty St., ‘New York, 
Cousingav, Aimé. City San. Engr., Health Dept., City Hall, 
Cowan, P. H. "Supt. 
Cow rs, M. Warren. 82 Mill Plain Rd., Fairfield, Conn.. 
Cox, ue R. Chief Chemist, Bureau of Water, Reading, 


Aug. 1, 


Apr. 3, 
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1923 


1916 


Mar. 12, 1910 
Dec. 29, 1913 


Feb. 19, 
Aug. 4, 


Apr. 14, 


1923 
1922 


1922 


June 12, 1902 


Dec. 16, 


1919 


June 8, 1921 


May 29, 1920 
June 21, 1920 


June 7, 1904 


Mar. 31, 


1922 


May 16, 1900 
June 2, 1920 
May 26, 1921 
July 10, 1906 
May 11, 1914 
May 12, 1908 
June 19, 1920 
Apr. 20, 1910 


Mar. 21, 
Mar. 27, 


1923 
1922 


Oct. 16, 1913 


Oct. 23, 
Feb. 28, 


1922 
1923 


Nov. 17, 1916 
June 10, 1920 


June 9, 1919 
Apr. 7, 1919 
July 30 1921 


9 
21 
921 
015 Cuirron, CHARLES Eimer. Chemist, Proctor Bldg., Troy, 
19 
13 q 
110 
17 
19 
21 
19 
7 
22 
22 | 
19 
19 
23 
/O LAC 3 i in- 
18 
6 
0 
1 
1 
1 


34 ACTIVE MEMBERS 


Cox, Homer F. Chief Engr. Scranton Gas and W. Co., 430 


Cox, anennee Civ. and San. Engr., 239 S. 18th Ave., May- 


Craia, J. O. Supt. Water Works, Salisbury, N. C.......... 
Cons. Engr., 200 Telegraph Bldg., 


Cramer, Huew R. Asst. Chf. Engr. Lexington Wtr. Co., 
Cramer, W. S. f. Engr., Lexington Water Co., Lexing- 


Crancu, Evaene T. City San. Engr., 329 St. Andrews St., 
Crane, ArtHuR M. 405 Chestnut St., Roselle Park, N. J.... 
CRAWFORD, Homer C. Prest. Centerville Water Co., Coopers- 
Cricuton, ANDREW B. Secty. and Trs., Portage Water Co., 
Cripps, Georce E. Supt., Water Works Repair Dept., 18 
Crouu, Emre, A. Supt. Water Works, Iron Mountain, Mich... 
Crounsge, Avery F. Mgr. Sanitor Construction Co., 4323 
Dupont Ave., So., 
Crow ey, CorneEtius M. Water Registrar, St. Paul, Minn... 
Crozier, Ray. Engr. and Supt., Peoria Water Works, 
Cuppgesack, ALLAN W. Engr. and Supt. Passaic Water Co., 
Cuuuines, Epwarp S. 123 Haley Street, Watertown, N. Y... 
a renal C., C.E. 135 East 95th St., New York, 


CunNINGHAM, JosepH T. Supt., Flatbush Wtr. Wks. Co., 
48 St. Pauls Place, Brooklyn, N. Y.................06- 
Curriz,C.H. Cons. Engr., Webster City, Ia................ 
Curtis, J. Evcene. Filtn. Plant, Washington, D. C........ 
Currs, Francis T. Asst. Water Com’r., 34 East Grand Ave., 


Datty, Cornetivus M. Engr. in of Supply and Purif. 
Sect., St. Louis Water Dept., St. Louis. Mo............. 
Dattyn, F. A., C.E. Provincial Sanitary Engineer, Spadina 
House, Spadina Cres., Toronto, 
Daron, P. J. Supt., Parks and Public Property, Sioux 
Dames, Erwin. Village Hall, Winnetka, Illinois........... 
Dantexs, Francis E. Eng. Div. State Dept. of Health, 2115 
Dappert, James W., C.E. Lock Box 141, Taylorville, Ill.... 
Davipson, George M. Ind. Engr.,C. & N. W. Ry. Co., 226 
Davis, Cart E. Resd. Engr. Bd. Wtr. Comnrs., 105-7 N. 2nd 
Davis, Carteton E. Mgr. Indianapolis Wtr. Co., 113 
Monument Circle, Indianapolis, Ind.................. 
Davis, E.E. Div. Supt., Bureau of Water, Richmond, Va.... 
Davis, Franx J. Supt., Ansonia Water Co., 354 Main Street, 
Davis, P.D. Asst. Engr., Wm. M. Piatt, Durham, N.C..... 


May 12, 1914 


Dee. 26, 1919 
May 24, 1922 


May 26, 1919 
May 23, 1923 
May 12, 1908 


Mar. 19, 1922 
May 26, 1918 


June 6, 1919 
May 29, 1915 


June 8, 1909 
Sept. 7, 1893 


May 8, 1920 
Oct. 18, 1918 


Feb. 5, 1915 


June 7, 1904 
June 27, 1922 


June 26, 1910 
Apr. 30, 1923 
Nov. 25, 1921 
Apr. 20, 1920 
May 3, 1923 


June 15, 1914 


Apr. 4, 1918 
Feb. 2, 1916 


May 11, 1922 
June 9, 1922 


Sept. 2, 1916 
Oct. 23, 1914 


Mar. 11, 1915 
June 1, 1923 


Apr. 28, 1912 
ay 12, 1908 


May 15, 1916 
Jan. 12, 1922 


4 

4 

CunninGHaAM, F.G.,C. E. w./Fuller & McClintock, 879 North 

4 
4 
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Davis, W. L. Supt., Water Dept., P. O. Box 266, Ports- 

Daw, Lawrence. Chf. Engr., Underwriters Assn. of N. Y., 
700 Gurney Building, Syracuse, N. Y.................. 

Day, E. L. Mgr. Princeton Water Works Co., 816 Mercer St., 

Day, Leonarp A. Chf. Mech. Engr., St. Louis Water Dept., 
B. Grand Ave., Bt. Lotis, Mo... 
DeBerarp, W.W. Western Editor, Engineering News-Record, 
1570 Old Colony Bldg., Chicago, Ill.................... 
Decker, Artuur J. Prof. Univ. of Mich. Cons. Engr., 2014 
Geddes Ave., Ann Arbor, Mich.....................4. 
Decker, A. Cuinton. Sanitary Engr., Fairfield, Ala......... 
Decker, Davin A. Care The Lock Joint Pipe Co., Clarmore, 
DenMAN, CHarRLEs Sina. Genl. Mgr. Des Moines Water Co., 
DenneETT, Ropert C. Hyd. Engr., c/o Natl. Board Fire 
Underwriters, 76 William St., New York, N. Y......... 
Devenporr, Earu. Asst. San. Engr. St. Dept. of Hith., 1239 
Devitsiss, H. Rotanp. Dept. Engr., Washington Suburban 
Sanitary Dist., Hyattsville, Md....................... 
Devine, Wm. J., C.E. Supt., Ambler Spring Water Co., 


Dewey, Atvin H. V. P. & Mgr. Rochester & Lake Ontario 
a ee C. Cons. Engr., 577 Elicott Square, Buffalo, 


Dienan, B. T. Chem. and Bact., City Water Works, Niagara 
Dit, H.A. Supt., Water Works, Richmond, Ind............. 
Dirroz, W. H. Chief Engr., State Department of Health, 
Driven, J. M. 153 W. 71st St., New York, N. Y............ 
Diven, J.M., Jr.,C. E. 235 W. 71st St., New York, N. Y.... 
Dixon, Freperic Jonn. Chf. Engr. Staffordshire Wtr. Wks., 
264 Paradise St., Birmingham, England................ 
Drxon, G. Gate. Cons. Engr., Finance Bldg, Cleveland, O.. 
Doane, Norman D. 1700 Old Colony Bldg., Chicago, Ill.... 
Dossrin, R. L. Supt. Water Works, 253 Hunter St., Peter- 
Dopp, Rennie I. Chemical Engr., P. O. Box 1353, Charles- 
Donanuz, Cou. Jamus P. Colfax, 
Donaupson, WELLINGTON. 36 Jarvis Place, Lynbrook, N. Y.. 
DonneELLy, Ricnarp V. Sanitary Engineer, 77 N. Arlington 
Dononve, Jerry. Prest., Donohue Engineering Co., She- 
nea” P. J. Supt., Water Works, 319 Third Ave., Joliet, 
Dorrance, Frank Youne. Divn. Engr., Montreal Water 
Bd., 341 Brock Ave., North, Montreal West, P. Q....... 
Doren, Capt. Leonarp S. U.S. Army, Schuylkill Arsenal, 
2520 Gray's Ferry Road, Philadelphia Pa............. 
Dovauerty, Rospert E. Supt. West Palm Beach Water 
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July 8, 1922 
May 9, 1916 
May 27, 1922 
Apr. 24, 1917 
June 3, 1912 


May 23, 1923 
June 2, 1914 


June 21, 1920 
Dec. 10, 1915 
May 15, 1914 
May 22, 1919 
Apr. 10, 1922 
Aug. 18, 1907 
May 23, 1923 
May 15, 1923 
Sept. 9, 1919 


Apr. 10, 1919 
ay 16, 1900 


May 28, 1914 
Apr. 16, 1884 
June 17, 1913 
Aug. 8, 1919 
June 21, 1920 
May 31, 1921 
Feb. 28, 1923 
Apr. 10, 1922 
Apr. 16, 1884 
Apr. 29, 1910 
Apr. 7, 1917 
June 20, 1922 
May 15, 1922 
July 14, 1920 
Aug. 19, 1914 


Feb. 7, 1922 


14 
19 
22 
19 
23 
08 
9 
15 
19 
0 
18 
Ambler Pa 
5 
22 
Diaes, Jonn C. San. Engr., Department of Conservation, me 
0 155 State Capitol, Indianapolis, Ind................... eee 
| 
11 
0 
3 
4 
8 
6 
2 
6 
4 
3 
2 
6 
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36 ACTIVE MEMBERS 


Dovatas, Ray E. Supt. Water Works, Canandaigua, N.Y... 

Doveatas, Rospert M., C. E. 912 Columbia Bank Bldg., Pitts- 
burgh, Penn 

Dow, Atex. 2000 Second Ave., Detroit, Mich. .............. 

Down, Joun E. Chst. & Bet., w/N. 8. Hill, Jr., 112 East 
19th St., New York, N. Y 

Downss, Joun R. Green Brook Park, Bound Brook, N. J... 

Drake, Cuester F. Div. Supt., Pittsburgh Filtration Plant, 


Hall, Corning, N. 

DrinkwaTerR, Ernest. Cons. Engr. and City Engr., 
Lambert, No. Montreal, P. Q 

Drvar, JoHN F. Cons. Engr., 500-4 Globe Bldg., St. Paul, 


Durry, James M. Village Engineer, Mamaroneck, N. Y 

Duaaan, THomas R., Pu.D., F.1.C. Chemists Club, 52 East 
4ist St., New York, N. Y 

DuMovuutin, W. L. Asst. Gnl. Supt., New Cornelia Copper 
Co., Ajo, Arizona 

Dunnam, H. F.,C.E. 32 West 40th St., New York, N. Y..... 

Dunuap, Freo G. Chf. Bur. of Water, City Hall, Philadel- 


lant, Box 541, 


Dunwoopy, J. 5S. 

Dursin, W. H. C. E. Asst. Mgr. T. H. Water Works Co., 
634 Cherry St., Terre Haute, Ind.................... 

Dur.anp, Smita N. Cashier, Queens Co. Water Co., 15 John 
St., Far Rockaway, N. Y 

Durst, J. ArtHUR, M.E. 112 N. Broad St., Philadelphia, Pa. 

Dwyer, Cornetivs. 18 ChuctanundaSt., Amsterdam, N 

Dwyer, Joun D. Chairman, Water & Sewer Board, 228 


Eart, Grorce Genl. Supt., 402 Sewerage and 
Water Bd. Bldg., New Orleans, La 

Hyd. Engr., c/o Sewerage and Water Board, 
Water Purification Dept., New Orleans, La 

Farzy, F. A. Supt., Water Works, Brampton, Ont.......... 

Eastwoop, JoHn Tuompson. Prin. Asst. Engr., Sewer and 
Water Bd., City Hall Annex, New Orleans, L 

Epwarps, WiLtu1AM R. Asst. Supt. Passaic Water Co., 156 
Ellison St., Paterson, N. J 

Ente, Cuester G. Chf. Dftsmn. & Distbn. Engr. Wtr. 
Bureau, 211 City Hall, Portland, Ore. . 

Exuruart, C. L. Supt. Water Works, Box 18 

Guy. Vacaville, Cal 

Exvpriver, H. D. Treas., Princeton Water Company, Prince- 
to 

ELLIoTr 

0, Ca 

Exus, E. W., CE. Box 482, Honolulu, T, H 

Exvuis, R. 11 South LaSalle St., 

Exuuis, N. Ranpauu. Valtn. Engr. City Atty. 
Hall, San Francisco, Cal 

Josepu W. Engr. Water Purification, Division of 
Water, Cleveland, Ohio 


Mar. 31, 1919 


May 12, 1923 
Aug. 4, 1919 


Mar. 4, 1922 
July 10, 1906 


Apr. 27, 1910 
Jan. 29, 1921 


Apr. 30, 1917 
June 4, 1920 


Nov. 18, 1919 
June 6, 1922 


Dec. 9, 1913 


June 18, 1910 
Apr. 16, 1884 


May 12, 1908 
Apr. 7, 1917 


Nov. 12, 1919 
June 5, 1913 


May 23, 1923 
Jan. 29, 1914 
May 15, 1914 
Apr. 11, 1914 


May 24, 1922 


July 18, 1907 


June 6, 1916 
May 24, 1922 


May 24, 1909 
Apr. 2, 1914 
Mar. 21, 1923 
Apr. 30, 1919 
Dec. 29, 1916 
Apr. 14, 1916 
May 15, 1918 
Sept. 26, 1921 
July 18, 1907 
June 9, 1920 


Oct. 21, 1919 


oe Drake, Epwarp, C.E. New Bedford, Mass.................. 
af Drake, Witu1amM O. City Engr., Supt. Public Works, City 
] 
DuntaP, Joun H. 33 West 39th St., New Yor 
Dunn, Wa. Carey. Supt. Mt. Hope Filter 


AMERICAN WATER WORKS ASSOCIATION 


Supt. Water and Light Dept., Mead- 
Etrop, Henry E. Cons. Engr., Elrod Bldg., 3206 Elm St., 
Evsspera, N. W. City Engr., Minneapolis, Minn........... 
Ety, Howarp M. Superintendent Water Co., Danville, Ill... 
Ey, Jonn Stanton. Asst. Engr., Bur. of Water, 796 City 
Emerson, C. A., Jr. c/o Fuller & McClintock, Rm. 601, 
1001 Chestnut St., Philadelphia, Pa................:. 
Emerson, Frank. City Engr. and Supt. Water Dept., Pea- 
Enanper, E. H. Engr., Distribution Public Service Co. 
Northern Ill., 75 W. Adams St., Chicago, Ill........... 
P.N. 333 W. 25th Place, Chicago, Ill. .............. 
Encer, M. L. Prof. Mechanics and Hydraulics, Univ. of 
Enou, Harry M. Mgr. Pub. Util. Dept., American Appraisal 
ENGLAND, R. G., C.E. Fargo Engineering Co., 147 So. Me- 
Eno, F. H.,C.E. Ohio State University, Columbus, Ohio.... 
Ens.tow, Linn Harrison. San. Engr., State Dept. of Hith., 
110 Capitol St., Richmond, 
Ernyre, 8. L. Supt. Water Works, Council Bluffs, Iowa... . 
C. Analyst, 1101 12th Ave., Rock Island, 
Evans, Cuar_es. Supt. of Constr., 540 Haller St., Lima, O. 
Everett, Cuester M. Of Hazen and Whipple, 25 W. 43rd 


rue Jasper W. Supt., Penobscot Co. Wtr. Co., Orono, 
Everette, Dr. Wituis Evaene. Consulting Technologist, 
1749 Que St., N. W., Washington, D. C................. 
I. Gons. Civ. and San. Engr., Sta. A., Lincoln, 
Ewrna, James. Hunter Dist. Water Sup. and Sew. Bd., New- 
Ermer, Herman H. City Engineer; Saginaw, Mich.......... 
Facer, E. P. Bet. and Chst. Dearborn Chem. Co., 1029 W. 
Farrcaitp, W.H. Mgr. Pub. Util., Galt, Ont................ 


Fates, ALMon L. Cons. Engr. of Metcalf & Eddy, 14 Beacon 

Fautier,C. Supt., Carlisle Gas and Water Co., Carlisle, Penn. 
Farrar, H. L. Dist. Mgr., Southern Illinois Gas Co. 


James W. D. Asst. Supt., Water Works, 3025 
Louis L. 512-16th St., Oakland, Calif........... 
Tuomas 8S. 1303 West Blvd., Cleveland, O.......... 
FEENEY, “ee Asst. Engr. and Supt. Water Dept., Wilming- 
Faeter, Sivas 8. City Engr. & Supt. Water Works, Little 
Feist, Martin. Supt. Mch. Eqpt. St. P. Wtr. Wks., Dayton’s 


Feurx, Greorce H. 138 N. Ninth St., Reading, Pa........... 
Fexiiows, C. L. Water Works Engineer, 39 Lowther Ave., 
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July 18, 1907 


Feb. 2, 1916 
May 23, 1923 
June 8, 1909 
Mar. 20, 1922 
May 12, 1908 
Nov. 12, 1919 


June 27, 1922 
June 12, 1919 


Mar. 11, 1915 
Mar. 25, 1916 


Sept. 2, 1914 
Dec. 2, 1913 


Aug. 16, 1918 
May 10, 1915 


June 5, 1916 
May 26, 1923 


May 10, i915 
May 5, 1922 
Dec. 29, 1913 
Jan. 31, 1910 
Nov. 5, 1913 
June 4, 1912 
Aug. 5, 1920 
June 9, 1915 


Feb. 26, 1921 
May 1909 


Oct. 21, 1920 
Feb. 23, 1920 
Sept. 21, 1922 
June 7, 1921 
Apr. 30, 1919 
Oct. 22, 1921 


May 13, 1919 
Sept. 7, 1893 


June 7, 1904 


4 
‘ 
) 
ty: 
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38 ACTIVE MEMBERS 


Fenke.t, Grorce H. Supt. and Gnl. Mgr. Bd. Wtr. Comnrs., 
Cor. Jefferson and Randolph, Detroit, Mich.......... 
rom James L. c/o Sew. Comn., City Hall, Milwaukee, 
Panueba Emery E. Supt., West Virginia Water & Electric 
FERGUSON, Harry Foster. Chf. Eng., State Dept. of Hith., 
Fereavuson, B., C.E. Hagerstown, Md................. 
Fanavson, 8. F. Cons. Engr., 10 E. 44th St., New York, 
Ferris, T. E. Chrmn. Wtr. Comnrs., Niagara Falls, Ont... .. 
FIELD, Frepericx E. Engr. Water Bd., 135 Ballantyne Ave., 


N. 
Frester, Frep A. 145 E. High St., Edwardsville, Ill........ 
Fiuperr, Witutam D. Womelsdorf Consol. Water Co., 
L. State San. Engr., State Bd. of Hith., 
Finke, F. C. Cons. Hyd. Engr., 449 I. W. Hellman Build- 
Finutay, W.S., Jr. Vice Pres. Amer. Wtr. Wks. and El. Co., 
FINLAYSON, JOHN N. Univ. of Manitoba, Eng. Bldg., Sher- 
brooke & Portage, Winnipeg, Canada. ‘ 
FINNERAN, Geo. H. Supt. Water Service, 710 Albany ‘Ave. ey 
FIscHEr, Cuartes H. Fire Protn. Engineer, 2844 Hudson 
Fisuer, E. A. Consulting Engineer, Rochester, N. Y........ 
FISHER, Grorce E. Engr., Arkwright Mut. Fire Ins. Co. hs 
Fisuer, L. A. P. O. Box 198, Concord, N. C................ 
Firnian, Prank 8. Chief Clerk, Water Dept., City Hall, 
Firzageratp, Howarpv. Chf. Engr. Buffalo Wtr. Wks., 128 
Fuaa, [NGwALp E. Asst. Engr., Spring Valley Water Co., 
425 Mason St., San Francisco, 
Friackx, Horace E. ’ Executive, Dept. Legislative Reference 
F ap, Epwarp. 1312 Bldg. 
FLANNERY, WILLIAM. M. E. Dept. Ww. 8 G. and E., 
97 Park Ave., Brooklyn, 
FLEMING, Vinci R. 204 Lab. App. Mech., Urbana, IIl....... 
Finn, Aurrep Dove.as. Secty. "United Eng. Soc. ., Room 
1617, Eng. Soc. Bldg., New York, N. Y................ 
Fuint, Gzorar M. 14 Beacon St., Room 613, Boston, Mass. 
Fiower, G. E. San. Engr., Room 211 City Hall, Cleveland, 


Forrster, Jonn ADDISON. r., Hydro-Electric & Water 
FoERSTERLING, Dr. "Hans. The Abor Farm, Jamesburg, N. J. 
Fouey, Harry F. Supt., Water Bureau, 196 Riverdale Ave. by 
A. Prescorr. Engineering Consultant, 
Park Row Bldg., New York, N. Y.. mir 
Foote, Hersert B. estate Bd. of Hith., Helena, Mont...... 


June 21, 1920 
Sept. 2, 1914 
Apr. 10, 1922 


Nov. 9, 1914 
Sept. 30, 1919 
Dec. 5, 1914 


Feb. 10, 1921 
June 21, 1920 


Apr. 27, 1910 
June 20, 1922 


Apr. 27, 1910 
Feb. 7, 1922 
June 24, 1912 
Nov. 30, 1920 
Feb. 28, 1923 
Feb. 18, 1921 


June 27, 1914 
June 4, 1912 


Oct. 10, 1919 
Jan. 27, 1914 


Feb. 8, 1916 
Apr. 20, 1923 
May 14, 1915 


June 16, 1919 
July 23, 1919 


May 9, 1921 
Apr. 14, 1915 


Mar. 1, 1916 
Oct. 14, 1922 


June 8, 1921 


Apr. 24, 1922 
is 12, 1916 


Feb. 7, 1922 


July 10, 1906 
Aug. 1, 1923 


F 
I 
} 
I 
| 
I 
Ohi 
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ForeMAN, Cuarues 8. Ist Asst. Engr. & Mgr. Wtr. 


2nd Floor, City Hall, Kansas ‘ity, Mo. ... June 21, 1920 
Forristet, F. E. Supt. Water Works, Eveleth, Minn........ June 9, 1919 
Forspera, Ove. Chst., Oliver Iron ‘Mining Co., Hibbing, 

Foss, W.E. Detr. and Chf. Engr., Water Dvn., Mtrptn. 

Dist. Comn., 1 Ashburton Place, Boston, Mass......... July 10, 1906 
Foster, Cuarues. Cons. Engr., 512 Selwood Bldg., Duluth, 

Fou.ks, Joan A. Chf. Engr., Divn. of Wtr., Newark, N. Dec. 23, 1921 
Supt. Water Works, R. F.D. 3, 


Ide. , New Orleans, Apr. 27, 1910 
Fox, CHartes L. Asst. Supt., Pennsylvania Water Co., 712 
South Aventis, WHEINSOUrE, June 4, 1912 
Fox, Rosert L. City Engr., 37 E. Broad St., Bethlehem, 
Francis, Watter J. Cons. Engr., 260 St. James St., Mon- 
FRANK FRE bod Secty. and Mgr. Water Works, Brantford, 


FRAZIER, 7 ve Cons. Engr., B. F. Keith Bldg., Cleveland, O. June 8, 1921 
FREDRICK, W. Darton. Bridgeton Water Works, Bridgeton, 


Freesurn, H. M. Dist. Engr., State Dept. of Hith., 1903 


FREEMAN, Auten W. Res. Lecturer, Hygiene & Pub. Hith., 
Johns Hopkins, 310 W. Monument St., Baltimore, Md... July 12, 1922 
Freiuina, Henry J. Megr., Clinton Lt. and Wtr. Co., Clinton, 


Frenca, D. W. Supt. Hackensack Water Co., P. O. Box 98, 

Frencu, Duptey K. Chemist, Dearborn Chemical Co., 2005 

McCormick Building, Chicago, Ill..................... May 25, 1919 
Frencna, E. V., M.E. 185 Franklin St., July 10, 1906 


Frick, WALTER 8., C.E. East Falls Church, Virginia....... Nov. 21, 1922 
FurrtTes, JAMES H. Cons. Engr., 140 Nassau St., New York, 
Grorce W. 170 Broadway, New York, N. Y........ June 15, 1898 
FULLER, W. A. Cons. Engr., 1917 Railway Exe. Building, 
Weston E., C.E. Swarthmore College, Swarthmore, 
FuLiterton, Howarp R. State San. Engr., Tenn. St. Bd. of 
Health, 405 7th Ave. North, Nashville, , ae Jan. 9, 1923 
FuRMAN, Rosert W. Chf. Chemist, Water Purification 
Works, 1443 Kenyon Drive, Toledo, ee ae May 25, 1922 
GaBy, Freperick A. Chf. Engr., Hydro-Electric Power Com. 
of Ont., 190 University Ave., Toronto, Ont., Canada..... Feb. 8, 1916 
Gapp, Ropert F., C.E. Prest. Bd. Wtr. Comnrs., 36 Pearl 
GALLAGHER, H. A. Me Water Co., Independence, Mo...... June 8, 1909 
Gane, O. A. Supt inter Haven Wtr., Ice & Lt. Co., 


Gannett, Prest., Gannett, Seelye and Fleming, 
Engrs. , 204 Locust St., Harrisburg, eS as ae Nov. 29, 1919 


an 


40 ACTIVE MEMBERS 


Garman, H. O. Consulting Engineer., 2062 N. Meridian St., 
Indianapolis, Ind 

GrorcGe B. Consulting Sanitary Engr., 648 
Leader-News Bldg., Cleveland, O 

Gates, H. V. Prest., Hillsboro Power and Invest. Co., 
Hillsboro, Oregon 

Gaus, JOHN. 120-3rd St. Aspinwall, Pa 

Gaunt, Percy. Chief Sanitation Chemist, c/o 
Municipal Council, Shanghai, China. . 

GaveEtt, WESTON. Analyst, 312 W. 5th St., Plainfield, N.J.. 

Gaynor, Kryes C. Cons. Engr., 527-8 Trimble Building, 
Sioux C ‘ity, Ia 

Gear, Patrick. Supt. Water Dept., Holyoke, Mass.. 

Geiston, W. R. Supt. Water Works Commission, Quincy, 


Coe. Greorce C. Secty. Comrs. of Water Works, 

urle, 

GroraliA, FREDERICK RAYMOND. 
Univ., Ithaca, N. Y 

Gerarpy, Maurice N. Pitometer Opt., 176E. Jefferson Ave., 
Detroit, Mich 

GeRBER, WINFRED D. Civil and Sanitary Engineer, 1611 
Fargo Ave., Chicago, IIl 

GERHARD, NorMan P.,C.E. Scarsdale, New York, N. Y.. 

Gerrrvst, J.8. Supt. Akron Filt. Plnt., Kent, O 

GrupeL, Louris A. Room 152, Basement State House, In- 


dianapolis, Indiana. . 
M. 58 Market Street, Poughkeepsie, 


Gipson, James E. Manager & Engr., Water Dept., 14 George 
St., Charleston, 8S. C 
GIDEON, ‘ABRAHAM, C.E. Mgr. Metropolitan Water Distr., 


Supt. Wtr. Co., Fairhaven, Mass. . 
Shrew sbury, Pa 


GipLey, Henry 

Gresey, Jesse K., C.} 

Cuar.es B. Supt., Water Works, Newburgh, N. Y. 

GILkIsON, GeorGE F., M.D. Chf. Chst. Water Dept., 2019 
E. 29th St., Kansas City, Mo 

Gittespiz, C.G. Dectr. Bur. of San. Engr., 8. B. of H., 4136 
Manila Ave., Oakland, Cal 

Given, Cuartes W. Supt., Water Works, Monrovia, Calif. . 

Guace, Ivan M. Dist. Engr., Pa. Dept. of Hlth., 22 8S. 22nd 
St., Harrisburg, Pa 

GLappING, R. D. P.O. Box 217, Wilson, N. C 

GLANNAN, Huan. Supt. Commonwealth Wtr. 
W. 0. Dvn., 22 Northfield Road, West Orange, N. J.. 

Harry N. 1676 Whitney Ave., New Haven, Conn... 

B. 221 W. Mt. Carmel Ave., Glenside, 


Goprrey, F.G. Supt. Wtr. & Lt., New Bern, N. C.. 
GOLDSMITH, CLARENCE. Asst. Che. Engr., Natl. Bd. Fire 
Underwriters, Room 401, 209 W. Jackson Blvd. , Chicago, 


Gotpstemn, Maovrice. Junior C. E., Water Dept., 212 N. 
Collington St., Baltimore, Md 

Goop, Trwotay W. ‘Supt. Water Works, Cambridge, Mass.. 

Goopznt i M., H.E. 106 Lorraine Ave., Upper Montclair, 


Calumet & Sewage Tr. 


GoopMan, ARNOLD H. San Engr., 
11357 Forest Ave., 


Wks., San. Dist. of Chicago, 
Chicago, Ill 


May 30, 1916 
June 16, 1920 


1904 
1913 


June 7, 
Oct. 13, 


Sept. 12, 1922 
Nov. 10, 1914 


May 7, 1917 
June 24, 1913 


May 7, 1907 
June 22, 1919 
May 16, 1919 
Mar. 16, 1922 
Apr. 19, 1915 
Oct. 21, 1919 
June 8, 1921 
Nov. 28, 

Nov. 9, 

May 1, 

June 8, 1909 
May 23, 1923 
Sept. 30, 1919 
May 25, 1922 
Apr. 24, 1920 


June 10, 1911 
June 8, 1922 


Nov. 30, 1921 
May 29, 1920 


June 8, 1921 
Aug. 12, 1922 


June 8, 1909 
May 17, 1923 
Dec. 27, 1915 


June 9, 1922 
Feb. 7, 1920 


Apr. 27, 1894 


Dec. 23, 1921 


AMERICAN WATER WORKS ASSOCIATION 


Gooatns, A. L. San. Engr. 332 Lindenwood, Topeka, Kans. 
GoosEN, HENRY. Fairfield Water Works, Fairfield, 
Gorpon, Fred G. Hyd. Engr., w/ D. H. Maury, 1445 Monad- 
GorE, Wiuuram. Cons. Engr., Confederation Life Bldg., 
Govupey, Ray F. San. Engr., 821 Pacific Finance Bldg., Los 
Goutp, Harry W. Supt. Pmpg. Stn., Water Works Park, 
Gow, CHartes R. Engr. and Contr., 25 Montview St., 
Grar, Avaust V. Chief Chemist, St. Louis Water Works, 34 
East Grand Ave., St. Louis, 
Grarr, Hans, Jr. Engr. U. 8. Army Engrs., 3350a 23rd St., 
Granam, GEORGE A. 1139 Market St., Jacksonville, Fla..... 
GranHam, JAMES W. 16 Casco St., Portland, Me.............. 
GRANT, ALEXANDER, C.E. 6 Queensgate, Inverness, Scotland. 
GrantHaM, C.M. Supt. Water Dept., Goldsboro, N. C...... 
GREELEY, SamMuELA. 39 W. Adams St., Chicago, Ill.......... 
Green, F. W. Supt. Filtration and Pumping, Montclair 
GREEN, GeorGE W. Supt., Stamford Township Water Works, 
Green, Paut Evans. Civil and Sanitary Engineer, 400 N. 
GREENALCH, WALLACE, C.E. R.F. D.4, Greenwich, N. Y.. 
GreEGoRY, Joun Hersert. Cons ‘Engr., Prof. Civ. and San. 
Eng., The Johns Hopkins Univ., Baltimore, Md.. 
Grirrey, H. A. Mgr. Water Dept., City Hall, Janesville, 


Gries, Epwin L. Engr., J. B. McCrary Eng. Corp., 44 
Griumer, ALLAN K. Town Engineer, Riordon Company, 
Grosset, DANiEL CorNELIvs. Asst. Secty., Bd. Wtr. 
Comnrs., 
GROENIGER, Wituram C. Cons. San. Engr., Michigan & 
Grotz, WILLIAM A. Assistant Engr. Bureau of Water, 50 
Lake View Ave. 


GRUETZMACHER, CLARENCE 8. 744 40th St. Milwaukee, Wis. . 
GUNNING, HARRISON, B.E. e¢/o Eberly & Stebinger, Sec. K., 
560 Avenida de Mayo, Buenos Aires, A. R.............. 
Gusuer, Epwarp G. 2nd. "Asst. Eng., Bureau of Water, 2122 
GUTTERIDGE, A. Gorvon. San. Engr., Dept. Health, 51 Spring 
pees Dow R. President & Mgr. Water Co., Terre Haute, 


HaBERMEYER, GeorGE Conrap. Civil and Sanitary Engr., 57 
Divnl. Supt. ‘Water Works, 452 St. Antoine 
HAtg, FRANK E., Pu.D. Director of Laboratories, Mt. Pros- 
pect Laboratory, 
Hate, Kina, C.E. 545 Chestnut Hill Ave., Brook- 


Jan. 


June 


Dec. 


Feb. 


Apr. 
May 


. 7, 1893 
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31, 1923 
3, 1919 
8, 1921 

30, 1910 


. 30, 1918 
. 20, 1922 


5, 1921 
15, 1914 


t. 30, 1920 
. 11, 1919 


4, 1912 
27, 1920 
6, 1916 


y 11, 1907 
. 22, 1915 


6, 1920 


r. 14, 1915 


18, 1917 
1, 1910 
14, 1920 
23, 1920 
2, 1920 


. 17, 1920 


8, 1922 


8, 1921 
5, 1920 


. 20, 1919 


12, 1908 
17, 1923 


. 14, 1915 


24, 1920 
12, 1908 
10 1911 


Nov. 
June 
May 
Apr 
Ma 
May 
June 
Oc 
| 
Jan. 
} 
De 
Apr. 
July 
Apr. 
June 
June 
Oct 
May 
June 
Novi”! 
May 
Sept 
Apr 
June 
a 
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Haut, Franxurn H. Supt., Water Works, L. B. 226, Port 
Haut, H. F. Chf. Engr., Water Works Dept., Northern Apts., 
Haut, H. G. Supt. Pub. Util. Comn., Ingersol, Ont. . 
Haut, Harry R. Dpty. Chf. Engr., ’ Washington Suburban 
’ Sanitary District, Hyattsville, 
Haut, J. W. Mer., San “eq” in Dist., Water Dept., Pacific 
Gas and Electric Co tockton, 
Hauuers, Joun A. Chst., "Ind. Svee. Corp. of Va., 4 Dyna- 
HA.pPIn, Grorce R. 703 16th St., Watervliet, N. Y........... 
Haury, ee F. c/oA. P. Smith Mfg. Co., East Orange, 
Hammonp, R. B. Supt. Water Dept., Blue Island, Ill........ 
Rane, W.H. Supt., Lindsay Water Works, Lindsay, Ont., 
Hancock, Epwin. Cons. Engr., 2047 Ogden Ave., Chicago, IIl. 
HANNA, Davip McLean. Supt. of Water Works, City Hall, 


iceme k E. Hyd. and San. Engr., 116 W. 39th St., New 


Hansen, c/o Pearse, Greeley & Hansen, 39 West Adams 
Hapgoon, Lyman P. Supt. Dept. of Water and Light, James- 
HARDER, H. J. Civ. & San. Engr., 129 Market St., Paterson, 
Harpina, C. T. Supt. Water and Light Dept., 516 Chest- 
Mgr., 1105 Paulsen Building, Spokane, 


Harpina, James C., C.F. 170 Broadway, New York, N. Y... 
a C. Jr., C.E. 170 Broadway, New York, 
Harpinea, Jonn H. Supt. Water Works, La Porte, Ind....... 
HarpincG, Rosert J. Vice Prest., San Antonio Water Supply 
Co., 106 Market St., San Antonio, cvs 
Harpy, Epwarp Dana. Asst. Engr., United States En- 
gineer Office, Room 250 Old Land Building, Washing- 
Harper, L. V. Mgr., Chelan Electric Co., Chelan, Wash.... 
esa’. R. C. Com’r of Works, City Hall, Toronto, Ont., 
Harrvus, C. Netson. San. Engr., 720 Fourth & First Ntl. 
Hart, Epwarp 'W. Grand Hotel, Council Bluffs, Ia.. 
Haskins, Cuas. A. Cons. Engr., 517 Finance Bldg., Kansas 


Hassuter, Dr.Samvuet F. Supt. Public Safety, 500 No. Sec- 


Harcu, Donaup M. Chi. Engr. Water Dept., 506 First St., 
HATFIELD, DuRRELL. Water Dept., City Hall, High- 
Hartron, T. CHALKLEY. Chief Engineer, City Hall, Mil- 
Haupt, B. W. Secty., Roaring Creek and Bear Gap Wtr. Cos., 
204 E. Sunbury St., Shamokin, Pa..................... 


Mar. 27, 1922 


June 21, 1920 
Mar. 26, 1923 


May 8, 1915 
June 7, 1907 


Apr. 27, 1922 
June 13, 1916 


July 18, 1901 
June 8, 1919 


June 24, 1914 
Nov. 12, 1919 


June 9, 1920 
July 30, 1921 
Dec. 31, 1917 
June 4, 1912 
June 8, 1909 
Dec. 4, 1920 
Feb. 27, 1917 


Oct. 10, 1912 
July 12, 1922 


June 6, 1922 
May 14, 1918 


Oct. 23, 1914 
May 12, 1908 
Aug. 19, 1914 
May 12, 1914 


Apr. 16, 1914 
Mar. 4, 1922 


June 19, 1914 
May 29, 1920 
May 16, 1920 
Jan. 31, 1917 
June 11, 1902 
Mar. 16, 1922 


I 
] 
] 
he HANNAN, FRANK. Chst., Fltn. Plant, 181 Willow Ave., Toront 
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Harotp Toomas. Asst. Engr., Dept. Wtr. Sup. New 
York City, 51 North St., Mt. Vernon, ees 
a Grorce W. Secty. ‘and Treasr. Water Co., Dixon, 
Haw Geo. W. in Charge, Water Supply Investgn. 
& Constn., East ay Water Company, Oakland, Cal.. 
Haw .ey, JOHN Cons. Engr., 403 Cotton Exchange, Ft. 


Hawtey, W. C. Chf. Engr. and Genl. Supt., Pennsylvania 
Water Co., 712 South Ave., Wilkinsburg, Pitistinnsonk 
Haypock, CHARLES. Engr., Water Companies, 922 Commer- 
cial Trust Bldg., Philadelphia, 
a B. B. Superintendent Water Works, Waukesha, 
Hays, C. "D. Huron, South Dakota. 
HAZEN, be Civil Engineer, 25 W. 43rd St., , New York, 
Hazienurst, George H. Chf. San. Eng., Montgomery, Ala. 
HAZLEHURST, J.G. Pritchard-Raines-Hazlehurst Co. 
nah Bnk. and Trst. Bldg., Savannah, Ga.............. 
Hearp, ALBERT. Supt. and Treas., Hagerstown 
Hecumer, Cart A. Dept. Engr., Mtnce. and Optg. Dept., 


Sasa, Harry A. Supt., Consol. Water Co., 86 Beekman 
HENBY, Wa. H. Secty. and Mgr., West St. Louis Water and 
Light Co., 6600 Delmar Ave., St. Louis, Mo............ 
HENDERSON, Cuoartes R. Mgr. Davenport Water Co., Daven- 
Henprick, WaLLAcE M. 11 Clarkson Ave., Brooklyn, N. Y... 
HenpRICKs, R. W. Engr. Hyd. Dept. Indtrs. Labs., 207 E. 
Ohio 'St., Chicago, Ill. . 
Henpry, W. A. Chf. Engr., Water Works, 628 West 9th St., 
Henry, WarREN, M.E. Ill. Com. Comn., 2061 S. Fourth 
Hensaaw, RANKLIN. Supt. Wtr. Wks., Scarsdale, N. Y. 
Herbert, E. H. Chf. Engr. Pumping Dept. of Water., 
Herr, J. O. Sec. & Tr. Atlantic County Co., of N. J., 
Look Boz F, Pleasantville, Ju... 
Hess, Wester. Cons. Engr. , 2-6 Murray Bldg., Clear- 
Hetzer, Mentor. Mgr. Moundsville Water Co., Mounds- 
Heyrwarp, T. C., B.S. Mech. & Elect. Engr., 1100 Realty 
Hrsss, ALBERT s., Ass’t Supt., Akron City Water Works, 102 


1144 W. 25th St., Des Moines, 
HIGHLAND, ScoTLAND Secty., Treasr. and Genl. 

Clarksburg Water Board, Clarksburg, W. Va.......... 
Hit, aan . Cons. C.E., 100 Crown St., New Haven, 
Hi, W. ¢ 45-47 Bodmann 
Cincinnati, Ohio. . rr 


June 11, 1902 
June 21, 1920 
June 30, 1922 
June 1, 1923 
Apr 27, 1910 
Feb. 17, 1919 


June 8, 1909 
Oct. 31, 1922 


May 27, 1896 
Nov. 1, 1914 


Feb. 27, 1920 
July 18, 1907 


Nov. 3, 1919 
June 26, 1886 
Jan. 17, 1922 
May 6, 1915 


June 18, 1901 
May 10, 1915 


Apr. 2, 1923 
Nov. 25, 1921 


Apr. 3, 1922 
Sept. 21, 1920 


May 15, 1922 
June 5, 1916 
Jan. 16, 1920 
Nov. 17, 1916 
June 22, 9231 


Sept. 12, 1922 
Dec. 8, 1910 


Dec. 10, 1915 
Feb. 10, 1913 
Oct. 30, 1914 
June 26, 1886 


é 
|_| 
| 
n ex, 
Heermans, H. C. Manager Water Works Co., Hoquiam, Pa 
CKS, J. 5. Nuperimvenden aver UO., DerwWick, ra 
va 
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Hitt, §., Jr. Cons. Engr., 112 E. 19th St., New 


York, N. Y. 
HILscHER, Raupu. State Board of Health, "521 Santa Bar- 


sic T.H. Cons. Engr., 800 Marquette Bldg., Detroit, 


Hoaa, Grorce F. Fire Prevention Engr., 76 William St., New 
Hoaa, Percy LaTourertre. Hyd. Engr., Manhasset, L.1I.,N. Y. 
HoaGuand, Ira Goutp. Secty., National Automatic Spklr. 
80 Lane, New York, N. Y............... 


Hopeman, Burt B., C.E. 50 Church St., New York, N. Y... 
HopK1nson, THOMAS. Supt., Water Works, 14 King St., 
HorrMasTerR, Greorae Epwarp. 44 Bay View Ave., New 
Hocan, Puiuip. Cons. Engr., 13 East 11th St., New 
Housroox, Artuur R., C.E. w/Fuller & Maitland, Rm. 
Hoiproox, Royat H. Comb. Engr., Ia. State College, 1420 
HoupEn, CHARLES ove C.E. Detr., Thayer Sch. of Civ. Eng., 
HOouuanp, Ray Consulting Engineer, 106 E. 
Ho.mes, A. G. P. O. Box 1200, East Pittsburgh, Pa........ 
Houmes, M. G. Supt. Water Works, Mitchell, 8. D......... 
Hotmes, Mason Evwarp. Mgr., Chem. Dpt. Natl. Lime 
Assn., 918 G St., N. W., Washington, D. C............. 
Hotmauist, "C.A. State Dept. of Health, Albany, N.Y....... 
Hotway, A.S. Holway Eng. Co., Wright Bldg., Tulsa, Okla. 
Hommon, Harry Bb. San. Engr., U. 8 P. , 76 New 
Montgomery St., San Francisco, Gal. 
Hooprgs, Epaar M.., Jr. Water Comnr., Box 895, Wilmington, 


Hoover, Cuarence B. Supt. Wtr. & Swge. Disp., 2628. High 

Hopkins, CHarRLes Comstock. Hydraulic and 
Engr., 349 Cutler Building, Rochester, N. Y.. 

Hopkins, Epwarp S. Chemist, Baltimore Wtr. Dpt., “904 
Ninth St., Baltimore, 


Hopxins, FRANKLYN Prest. Consol. Water Co., 712 Wash- 


Hopkins, N EWTON F. Civil Engineer, 801 Home Trust Bldg., 
Hopper, Watrer C. Supt. Acquackanonk Water Co., 
Horn, J. F. Prest. Water Co., Vandergrift, Pa............. 
Horne, ALFRED DEWEY. Supt. Water and Lt. Comn., Fair- 
Horner, Cuartes M. Supt. Water Works Co., 1705 State 


June 18, 1901 
Nov. 9, 1914 
June 1, 1923 
Apr. 21, 1915 
‘une 24, 1913 


June 2, 1920 
June 28, 1919 


Apr. 27, 1910 


Apr. 18, 1888 
July 18, 1907 


Apr. 15, 1913 
May 13, 1916 
June 9, 1920 
Apr. 30, 1923 
Sept. 8, 1919 
Oct. 21, 1919 
Jan. 17, 1919 
July 10, 1906 
Aug. 16, 1918 
Jan. 20, 1922 
Apr. 27, 1923 
June 9, 1921 
July 27, 1921 
Apr. 10, 1923 
May 14, 1913 
Apr. 18, 1923 
June 10, 1911 
June 13, 1921 
June 16, 1919 
18, 1907 


June 10, 1911 
Oct. 10, 1919 


Nov. 12, 1920 
June 24, 1903 


E 

I 

2 

Hoan, Pror. CurisTIAN. 1028 Martin Place, Ann 

] 

ae 

| 

Hoover, Cuartes P. Chemist, Filtration Plant, Columb 

< 
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Hornune, Georae. Consulting Civil and Mech. Eng., 512 


Fairfield Ave., Bellevue, 
James. Ist. Lt. U.S. Army Engineering 

Horton, H.E. D. 1, Voorheesville, N. Y..... 
Horton, Turopory. Chf. San. Engr., Department of State 
Engineer, 206 Lancaster St., Albany, 3 eee 
Hoven, Laurence C. Dist. Mgr., Pitometer Co., 710 Albany 


Houston, L. J., Jn. City Mgr., Fredericksburg, Va......... 
D. Chemist, State Bd. of Hith., Concord, 
Howarp, N. L. Bact. in Chge., Filtn. Plant Labty., Centre 
Howe, M. J. Supt., Bd. Water Comnrs., Lake City, Minn.. 
Howe, Davip E. Union Trust Building, Washing- 
HowELt, Frep B. Bad. of Wtr. Comnrs., Medina, N. Y..... 
HowEs, D. W., C.E. 168 Grand St., Newburgh, 
How.anp, E. Rosert, R.E. c/o The British Pitometer Co., by 


39 Victoria St., London, S. W. I., England............ 
Howson, Louis R. Alvord, Burdick & Howson, 130 Eighth 


Hoy, Josepn A. Asst. Genl. Foreman, Water Dept., 18 East 
Worcester St., Worcester, 
W. Cons. Engr, 2348 Penobscot Build- 
Hupson, Leo. Cons. Kngr., 705 Fifth Ave., Arcade Bldg., 
Huaeans, R. D. Mgr. Water Works, Streator, Ill........... 
Hunter, CuHartes A., Asst. Detr. State Hith. Labty., 
Hunter, Georce A. 512 16th Street, Oakland, Calif......... 
Hunter, Henry G. N. Y. Continental Jewell Filtn. Co. ™ 
1011 New Birks Building, Montreal, Canada........... 
Hunter, T. B. Consulting Engineer, 703 Rialto Building, San 
Hunter, W. W. Supt., Canal & Water Works, Augusta, Ga.. 
Hon, Cranes H. 1405 Merchants Bank Bldg., Indianapolis, 
HurteGen, P. J. Detr. Pub. Wks., City Hall., Kenosha, Wis. 
Hourcutns, Witt A. Secty. and Supt. Water Co. ., 196 Van 


HuTcHINSON, Atexanver, C.E.  Detr. Drummond, McCall 
and Co., P. O. Box 600, Montreal, Qi... 
Hotton, Haroup §. San. Engr., Rm. 341 Oliver Bldg., Pitts- 
Hoy, Harry F. Genl. Mer., Western New York Water Co., 
704 Electric Building, Buffalo, 
Hypr, CHarues Gitman. Cons. Hyd. and San. Prof. 
"San. Eng., Univ. of Cal., Berkeley, Cal... 
Hyman, H. H. Mer. Miami Water Co., Miami, ints 


Inman, A. W. Supt. Massillon Water Supply Co., Massillon, 


Inman, C. E. Comnr. and Supt. Water Works, Warren, O... 
Inoue, S. 290 Harajiku, Tokyo, 
Isaac, F. N. Sec. and G. M., The Hanford Water Co., Han- 


IWASAKI, Tomi. Water Wks. Dept., Suido Kakucho, Tokyo- 
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July 14, 1887 


July 26, 1921 
Jan. 20, 1911 


July 18, 1907 


Jan. 17, 1919 
Feb. 17, 1919 


Feb. 18, 1921 


June 21, 1920 
Feb. 11, 1922 


Oct. 10, 1914 
July 20, 1920 
May 25, 1922 
Apr. 22, 1914 
Apr. 24, 1916 
May 15, 1922 
June 24, 1903 


July 7, 1913 
Apr. 19, 1915 


July 18, 1923 
Aug. 28, 1922 


June 10, 1911 


July 10, 1906 
May 24, 1922 


Aug. 11, 1914 
May 21, 1923 


Nov. 30, 1920 
May 5, 1921 
Apr. 1, 1920 
Apr. 13, 1916 
ADE, 16, 1916 


Nov. 19, 1915 
May 24, 1921 
July 18, 1907 
May 12, 1908 


Jan. 9, 1923 


= 
Ohi 
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Jackson, C. B. Supt. City Water Corpn., Fresno, Cal...... 
Jackson, Dantet D. San. Expt., Havemeyer Hall, Columbia 
Jackson, JoHn F. Supt. Water Works, 115 XX, 4th St., 
aes. Cons. C. E., 613-616 Thomson Bldg., Seattle, 
Jacoss, S. Wittarp. Chem. Engr., 18 East 41st St., New 
JacoBsEN, Ropert T. City Engr., Fargo, N. D.............. 
JANzIG, ALEXANDER C. Wtr. Bact. & Chst. Filtn. Plant, 904 
20th Ave., S. E., Minneapolis, Minn................... 
JARVIS, CAPT. ALEXANDER CHARLES. Osterbrogade 40, Copen- 
c/o The New Jersey Zine Co., Franklin, 
Jenks, Harry Neviuue. Special Engineer, Filtration Divn., 
Jenne, Lyte L. Sanitary Engr., Bureau of Water, 795 City 
JENNINGS, Cuartes A. 1339 Monadnock Bldg., Chicago, IIl. 
JENSEN, ANDREW M., C.E. 911 Griffith- McKenzie Blidg., 
Fresno, 
JENSEN, J. ARTHUR. Supervisor Water Works Dept., Minne- 
——, J. Curis. Municipal Water Works, Council Bluffs, 
Jeup, B. J. T. Chf. Engr., Ind. Water Co., 113 Monument 
ArBERT H. Chf. Engr., State Bd. of Health, 1636 
New Hampshire St., Lawrence, Kans. . 
JOHNS, M. Supt., Hanford Water Co., ‘Hanford, 
Soumson, Epear W. Asst. Engr., Water Dept., 3821 Elliot 
A. Cons. Engr., 150 Nassau St., New York, 
Jounson, H. E. Supt. Public Utility Plant, Winona, Mibss.. 
Jounson, R. F. 217 Hanchett St., Saginaw, ENT 
— SamueL C. Room 204 Union Station, Little Rock, 
Jounston, WitttaM J. Supt. Water Works, Marquette, Mich. 
JoHNSTONE, Awan, M.E., C.E. San. and Hyd. Engr., 2124 Ellis 
Jones, A. J. Prest. New Brunswick Trust Co., New Bruns- 
Jones, Frank Woopsury. Cons. San. Chemist, 4214 Miles 


JONES, H. Seaver. V. East Jersey Pipe Co., 7 Dey 
Jonus, Harvey P. Mgr. Toledo Office, Fuller & McClintock, 
319 Summit-Cherry Bldg., Toledo, O................... 
Jones, Hiram F. Supt. Pumping & Filtration, Elmira Water 
Jones, J.M. Bristol and Warren Water Works, Bristol, R. I.. 
Jones, W. T. Superintendent Water & Light Department, 
Jones, WILLIAM ALLEN. 230 Belmont Ave., Detroit, Mich.. 
Jones, Witu1aAM CLayTon. 426 Market St., Camden, N. J.. 
Jones, WILLIAM Netson, C.E. Gen. Supt. : D. D. Thomas & 
Son, Memphis, Tenn., Box 744. 


. 18, 1920 
. 81, 1910 


23, 1923 
30, 1920 
5, 1919 


. 16, 1914 
11, 1921 


5, 1914 


. 14, 1922 
. 26, 1917 


30, 1921 
12, 1908 


. 9, 1920 
. 15, 1910 


3, 1912 


. 22, 1920 
. 15, 1921 
. 17, 1920 


13, 1917 
18, 1907 


. 22, 1912 


23, 1923 
9, 1923 


10, 1917 


16, 1919 


. 16, 1884 


23, 1923 
16, 1922 
30, 1922 


18, 1907 
9, 1916 


. 11, 1922 


8, 1920 


1914 
. 14, 1914 


K 
K 
K 
K 
K 
K 
K 
I 
I 
I 
] 
I 
] 


Aug Je 
Mey 
= Feb. J 
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: June 

May 

Feb 

June 

Fe 

Oct 

July ] 
July 
Dec 

May 
June | 
Ar 

July 

July 

July 

May 

De 

Ma 
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JorpAN, Frank C. Secy. Water Co., 113 Monument Place, 
JorpaN, Harry E. San. Engr., Water Co., 113 Monument 
Jupson, Joun W. Chf. Acct. Dpt. Sts. and Pub. Impvts., 
JUSTIN, DeWitt. Ludlow Engineers, Winston-Salem, 


N. 
Jurz, Cuartes E. Treasr. W. St. L. Water and Lt. Co., 


as Epaar ys Genl. Mgr. York Water Co., 42 East Market 
Kaan, Leon I.’ Comr. of Public Utilities, Shreveport, La.. 
Kappler, Wituiam F. Prin. Asst. Engr., Dvn. of Wtr., 
KastserG, City Box 923, Des Moines, Ia.. 
Kay, Epegar B. Chf. Hyd. & San Branch., Q. M. C., 1400 Fair- 
mont St., N. W., Washington, D. C.. 
KAYANOKI, Hiroyoxt. City Planning Bureau, Dept. of Home 
KEATING, CHARLES STANLEY. Asst. Engr., Bureau of Water, 
Syracuse, 
KEEFER, CLARENCE Epwanp. "Asst. Dsng. Engr., Sewer Dvn.. 
City Hall Annex No. 
KEELER, E. Room 633, The Rookery, Chicago, IIll....... 
KEILs, " ANTHONY. Supt., Mt. Clemens Water Works, 38 
Moross Ave., Mt. Clemens, Mich...................... 
Kerra, J. Cuarx. Chf. Engr., Essex Border Util. Comn., 
302 Ouellette Ave., Windsor, 
KELIBER, see Supt. Williamsport Water Co., Williams- 
KELLNER, Huan. Chf. Engr. City Water Works, 74 Moy Ave., 
James Bet. and Chst., State Lab. of 
ee OBERT D. Engr., N. Y. Fire Ins. Rtg. Orgzn., 700 
Kesey, J. W. Genl. Supt. Bureau of Water, St. Paul, Minn. 
KEMBLE, F. T. Secty. New Rochelle Water Co., 238 Main 
Kempxkey, Aucustus. Cons. Engr., 416 Hobart Bldg., San 
THEODORE Eng., Editor, The American City, 
303 So. Broadway, South Nyack, N. Y.. 
Keoaa, Wituiam J. Asst. Engr., Dept. of Water, 175 12th 
Kern, PETER. gr. Water Dept., Fort Madison, Ia........ 
Joun A, San. Engr., 25 W. 43rd St., New York, 
Samvet E. Supt. Distbn. Sctn. Wtr. Divn., Asb- 
Kimpatu, Frank C. 2 DeBarry Place, Summit, N. J...... 
KimsBer.ey, A. Exuior. San. Engr., 8 East Long St., Colum- 
Kina, Arnott CuiswEtu. 145 Hamilton Ave., Paterson, N. J. 
Krneman, Horace. Comr. and Supt., City Hall, Brockton, 


Kinastey, Joun F. Supt. Water Works, Covington, Ky...... 
Krnter, 8. G. Supt» Wtr. Co., Jersey Shore, Pa............ 
Kipp, FREDERICK Jr. Asst. Engr., City Water Dept., 
3705 Chestnut Road, Baltimore, on 


June 10, 
Oct. 7, 
June 12, 
Nov. 25, 
Apr. 12, 


Nov. 10, 
May 24, 


Dec. 23, 
June 7, 


Apr. 27, 
June 30, 


May 16, 


Feb. 23, 
July 14, 


June 8, 
Mar. 21, 
Feb. 15, 
Feb. 28, 


June 10, 


June 8, 
May 13, 


June 24, 
June 10, 
Mar. 13, 


June 13, 
Aug. 31, 
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1911 
1919 
1920 
1921 
1920 
1917 
1916 


1921 
1904 


1910 
1923 
1919 


1920 
1887 


1909 
1923 
1917 
1923 
1921 


1921 
1913 


1915 
1923 
1919 


1922 
1917 


June 8, 1909 


Nov. 25, 
June 11, 


May 23, 


1915 
1902 


1923 


Apr. 20, 1921 


Mar. 17, 


1916 


June 9, 1920 


May 24, 
May 24, 


1922 
1922 


( 
ta 
7 
he 
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Kircuorrer, WiutiaM Gray. San. & Hyd. Engr., 22 N 


Kirx, Cuarence L. Prest. Indianapolis Water Co., 113 

Monument Place, Indianapolis, Ind... June 8, 1907 
KIRKPATRICK, Watter G. Cons. Hyd. Engr., 507 Spring ‘St., 

Kuapp, Cart F. Supt. Water Works, Everett, Wash......... Oct. 7, 1917 
KLARE, R. W. Mgr., Wabash Water and Light Co., Wabash, 

Kuavs, Frep J. Asst. Engr., East Bay Water Co., 2414 Dana 

KLEIN, Frperico. Cia Alumbrado Electrico, San Salvador, 

KLEIN, Writam I. Cons. Engr., 21 Maple Terrace, East 

Kneen, A. H., C.E. ‘112 N. Broad St., Philadelphia, Pa....... Jan. 8, 1911 
Knerr, C.B. Supt. Wtr. Wks., 37 East Broad St. , Bethlehem, 

Joun, C.E. Prest. Eddy Valve Co., 86 First 

St., Troy, June 24, 1913 
KNIsELy, J. Herman. Chief, Bureau of Municipalities, Har- 

Knovuse, Homer V. Asst. Supt. and Purch. Agt., Met. Water 

Dist., 200 City Hall, Omaha, Neb..................... Sept. 21, 1918 
KNOWLES, Ciarence R. Supt. Water Service, I. C. R. R., 

6627 Woodlawn Ave., June 4, 1913 
Know es, Morris. Cons. Engr., 507 Westinghouse Bidg., 

Knox, Stuart K. 10 Granada Place, Montclair, N. J......... June 8, 1909 


Kouovt, Freperick E. Supt. Wtr. Wks., Short Hills, N.J.. Aug. 1, 1923 
Koon, Ray Emerson. Stevens & Koon, Cons. Engrs., Spald- 


KriecsHem, Hernricu. c/o The Permutit Co., 440 Fourth 

Ave., New York, N. Y.. IETS ; May 11, 1915 
KUESTER, "Joun H. ‘Supt. Wtr. Wks., 370 

KussMAvuL, Tartor. Supt., Water and Light, 305 Ohio St., 


Lasoon, Joun F. Cons. Engr., Pittsburgh, Pa............. May 23, 1923 
Lacount, H. O. Megr., Inspn. Dept. Factory Mutual Ins. Co., 
124 College Ave., West Somerville, Mass............... May 12, 1908 


LAPLIN, ALBERT A. Supt. Water Works, St. Stephen, N. B.... June 10, 1920 
LAFRENIERE, THEO. J. San. Engr., Board of Health of P. Q., 

59 Notre Dame East, Montreal, Canada............... June 24, 1916 
LAMB, JAMESE. C. P.A. , 301 Chestnut St., Harrisburg, Pa. June 9, 1923 
LAMEY, Frank T. Supt. New Chester Water Co., 422 East 


LANDMANN, a Supt. Capital City Water Co., Jefferson 

F. Assoc. Prof. San. Eng., Univ. of 

California, Feb. 28, 1923 
Lanpuer, E. E. Division Supt., Bureau of Water, 412 City 

County Bldg., Pittsburgh, Apr. 8, 1922 
Larmon, Franx P. Chf. Engr., Met. Water Dist., Omaha, 

Larrison, Georce K. P.O. Box 413, Honolulu, T. H........ Aug. 31, 1922 
Lassiter, A. D. Supt. Pub. Wks. & City Engr., Windsor, 


Lasso, Aurrepo F. Ing. Civ., Obras Sanitarias de la Nacion, 
Buenos Aires, R. Argentina Sept. 26, 1917 


Lat 
Lal 
Lal 


La 
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La 
La 
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ame Epwarp. Cons. Engr., 243 Bleury St., Montreal, 


Lawtor, Francis D. H. Superintendent Citizens Water Co., 


LAWRENCE, E. A. Cons. Civ. and Munic. Engr., 511-12 Hart- 
Lawrence, W.C. Supt. Filtn. & Swg. Disp. Plnts., W. 32nd 
Lawrence, W. H. Supt. Water Works, Box 362, Kalispell, 


Lawson F. W. Secty. Metropolitan Wtr. Supply Dept., 56 
James Perth, West Australis... 
Lawton, Ratpea W. 137 North Van Ness Ave., Los Angeles, Cal. 
——— x M. Elect. Engr., 900 Realty Bldg., Charlotte, 


LEARNED, ALBERT P. Asst. Engr., with Black & Veatch, 
701 Mutual Bldg., Kansas City, Mo.................... 
LeppEN, ErnestM. 404 Fourth Ave., New York, N. Y....... 
aca J.W. Cons. Engr., 112 N. Broad St., Philadelphia, 
Lez, Cuartes H. Cons. Hyd. Engr., 58 Sutter St., San Fran- 
Leet, J.N. Supt. Water Dept., North East, Pa.............. 
LeGenpreE, A.A. Mgr. El. Lt. and Wtr. Plnts., Marianna, Ark. 
LEIsEN, THEODORE A. Civ. Engr., Bd. Water Comnrs., Water 
LENDALL, Harry N. Engineering Dept., Rutgers College, 
LENHARDT, LaureNcEG. City Engr., Pontiac, Mich......... 
Leonarp, W.D. Mgr., Water, Lt. & Gas Plant, 101 N. Main 
LropoLp, F. B. 407 House Bldg., Pittsburgh, Pa............ 
THomas Engr., Water Works Dept., City 
Lesuiz, JaMEs. Canada Fire Udtrs. Assn., Coristine Bldg., 
Lertron, Cart. H. P. Grant, Fulton and Letton, Engrs., 505 
Bankers Life Bldg., Lincoln, 
LEverING, Georae S. Hydraulic Engr., Bureau of Water, 
creer Dr. eae Assoc. Prof. Bactlgy., Iowa State College, 


Estate Trust Bldg., Philadelphia, Pa................. 
Lrra, LEonarpo. Chf. Engr. of Inspt. Water Works, Casilla 

Lrrcu, M. = Chst. in chge. of Filters, 631 Pine St., Steel- 
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June 21, 1920 
Apr. 13, 1922 
Nov. 14, 1915 
July 10, 1906 
Apr. 6, 1921 
June 21, 1920 
Dec. 16, 1919 


June 6, 1923 
July 10, 1906 


May 10, 1923 
May 12, 1908 


May 15, 1922 
Apr. 5, 1912 


July 18, 1907 
Mar. 21, 1912 
May 4, 1911 
July 15, 1921 
June 7, 1904 


Mar. 6, 1923 
June 10, 1920 


July 21, 1922 
May 11, 1914 


Apr. 24, 1916 
May 5, 1920 
Dec. 23, 1914 
May 24, 1922 
Nov. 30, 1921 
May 17, 1910 
Feb. 18, 1921 
May 23, 1923 
May 11, 1914 
Sept. 9, 1919 
May 1, 1922 


: 
Laurer, Cart J. Chief Chemist, Washington Filtration 
Plant, McMillan Park, Washington, D. -- 
Lautz, W. E. Secty. and Mgr., Pekin Water Works, Pekin, fae 
Lea, Ricnarp 8. Cons. Engr., 340 University St., Montreal, fie 
Levy, A. G. Engr. of Design, Div. of Water, 9405 Hough ee 
Lewis, Jonn V. Engr. in Chge. Swg. Disp. Wks., 4 Nott ae 
Terrace, Schenectady, N. 
Lipsy, Frank D. Chst. Kalamazoo Vegetable Pchmt. Co., ae 
Licutroot, J. C., Jr. N. J. Water Service Co., 1307 Real a 
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Litre, Beekman C. Supt. Water Works, 43 City Hall, 


Livezey, W. B. Prest., Newport News Lt. and Water Co., 

LocuripGE, Etpert E. Engineer Water Dept., P. O. Box 

H. M. hattamooga, May 25, 1895 
Lona, A.G.,M.D. Detr. Divn. Bet. & Path., Ind. State Bd. 

Lone, Greorce J. Prest., Inter-State Water Co., P. O. Box 

Lone, James H. Chief Engr., City Hall, Camden, N. J....... May 13, 1919 
Lone.Ley, Francis F. c/o Ministry of Health, Melbourne, 

ic. suns July 18, 1907 
Loomis, E.L. Supt., Valparaiso Home Water Co., Valparaiso, 

Ind July 10, 1906 


Lorp, Cuantes H. Supt. Water Works, Ogdensburg, N. Y.. Aug. 10, 1918 
Lorp, FRANKLIN B., Jr. Queens County Water Co., Cedar- 


Lort, Erskine H. V. P. & Gnl. Mgr., Flatbush Water Works 

Co., 785 Flatbush Ave., Brooklyn, N. Y.............. May 26, 1916 
Lounssury, Wm. C. Genl. Mgr., Superior Water, Lt. and 

Lovesoy, Wm. H. Supt. Filtration, Louisville Water Co., 

Lowrtxer, Burton. Chf. Engr. and Gnl. Supt. Wtr. Wks., 

1664 Broadway, Denver, Col. June 21, 1921 
Lucas, Huen L. Supt., Water Pipe Extension, 404 City 

Luce, Artaur T., C.E. Supt., Des Moines Mun. Wtr. Pint., 

Luce, Francis H. Supt. Woodhaven Water Supply Co., 

Luptow, J. L. Con. Engr., Winston-Salem, N. C............ June 7, 1904 
Luscomspe, Vice Prest. Gary Heat, Light and 

Lutny, Frep. Chf. Engr. Water Dept., Orange, N. J........ June 8, 1921 
Lyxxen, H. G. Chf. Engr., Chas. L. Pillsbury Co., 1200 

2nd Ave., South, Minneapolis, Minn................... May 27, 1922 
Lyon, Martin. Supt. Wtr. Wks., Clintonville, Wis........... June 30, 1923 
Lyons, B. F. V. Prest. and Genl. Mgr., Beloit Water, Gas 


Apr. 18, 1922 


G 
Schultz Bldg., Columbus, Ohio..................-.200 Apr. 27, 1889 
Sept. 12, 1921 


Sept. 30, 1919 


McCraskey, Greorce G. Cons. Engr., 501 Renkert Bldg., 

McCienawan, W. T. 911 E. 62nd St., Chicago, IIl.......... Apr. 7, 1914 
McCunTock, James R. 600 Walnut St., Kansas City, Mo.... Jan. 12, 1914 
McConne.L, Earte G. Supt. Filtn., Charlotte, N. C........ June 1, 1923 


McCrapy, MacHarvey. Chmst. and Bact., Bd of Hlth. of 
P. Q., 59 Notre Dame East, Montreal, Canada........ Apr. 7, 1916 


M 
M 
M 
} 

McAuary, Supt. & Treasr., Camden & Rockland 

ue Water Co., Box 151, Rockland, 

McAu 
McAm 
es McCarrrey, Wm. A. Supt. Water Works, 191 E. 6th St., 

Oswego, N. Y 

McCazs, Ws. B. 
Coml. Trst. 
McCarrtuy, Superintendent Water Works, Blue- 
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McCruppen, D. A. Asst. to Chief, Bur. of Wtr., 796 City 
McCo..on, E. Engr., Chas. L. Pillsbury Co., 1200 2nd Ave., 
McDona.p, H. Prest. Bd. Water Comnrs. 


CuarLes Taytor, M.E. McFarland Engineer- 
ing Co., 307 Mutual Bldg., Kansas City, Mo.. 
McFar.anp, ‘Cuester R. Secty. and Genl. Mgr., Tampa 
McGeenarn, D. J. Supt. Wyo. Valley Water Supply Co., 
Wm. J. P. Box 2360, Louisville, Ky......... 
McGraru, PF. R. Supt., Water Works, City Hall, Chambers- 
a F. A. Cons. Engr., 236 Bay State Road, Boston, 
McIntTosH, Gerencia, Cia Mexicana de Petro. 
‘El Aguila,’ Apartado 150, Tampico, Tamps, Mexico... 
Gorpvon P. Chf. Chast. Civic Labs., Toronto, 
McKay, ‘Engr. Mntn. Dpt. W. S. G. 
and E., 170 College Ave., Boro. Rehmnd., New York, 
McKrown, Epwarp. Supt. Water Works, Sherbrooke, P. Q.. 
McQuEEN, LeoE. Supt. Bd. Pub. Wks., Coldwater, Mich. . 
McRaz, B. Cons. Engr., Jackson Building, Ottawa, 


McReyrnotps, B. B. Supt. Water Wks., City Hall, Colorado 

McWituiams, D.E. Prest., Bear Gap Wtr. Co., Mgr. Roaring 

Creek Wtr. Co., Box 17, 
MacDonaLp, EMMert. Mgr. Lincoln Water and Light Co., 

MacDonatp, W. E. City Water Works Engineer, 21 Fourth 

MacKenzie, 


H. pa and Supt. Terryville and South- 
ington oe Works, Southington, Conn.............. 
MacNameg, E. F., C.E. 7 Flower Place, New Rochelle, N. Y. 
Mappock, R. A. ’Chst. & Bact., P.O. Box 214, Oshkosh, Wis. 
MarFriTt, te L. Chemist, Des Moines Municipal Water 
MarrFitt, Supt. Water & City Eng., Wilmington, 
MagestapT, E. Engr., East Bay Water Co., 
512 16th St., Oakland, Cali 
Manure, Winrretp S. Chst. Chge. Filtn. Plant, Fort 
Worth, Texas. . 
Manony, ARTHUR SAWYER. City Engr., ‘Clifton, 'N. J. 
Marin, Geo. A., M.E. Cons. Engr., 14 Baker St., Daytona, 


MAITLAND, ALEXANDER. Cons. Engr., 1012 Baltimore Ave., 
MasgeskeE, F. Bd. Comnrs., De- 
troit, Mich. . 


MAKEPEACE, GEORGE D. Chst. & Bact., Filtn. "Plant, ’Divi- 
sion Ave. & W. 32nd St., Cleveland, O 
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July 7, 1920 
May 27, 1922 
June 19, 1920 
May 25, 1913 
May 23, 1921 
Jan. 16, 1923 
May 12, 1908 


June 11, 1916 
Apr. 5, 1912 


May 12, 1914 
May 12, 1914 
Feb. 26, 1913 
May 23, 1923 


Feb. 19, 1920 
June 21, 1920 
Apr. 13, 1923 
May 9, 1906 
May 25, 1914 
Mar. 16, 1922 
June 7, 1904 
May 8, 1917 
Apr. 14, 1916 
June 6, 1922 
May 26, 1920 
Apr. 2, 1918 
Dec. 11, 1922 
June 23, 1922 


Feb. 28, 1923 
July 18, 1923 


Apr. 27, 1910 
May 16, 1923 
Apr. 23, 1921 
Apr. 27, 1922 


Hi 
5 
0 McEtroy, Frank M. Supt. Water Dept., City Hall, Racine 7 
9 
7 
5 
F 
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Mauuauiev, Wittarp C. Civil and Sanitary Engr., Box 43, 


Matoney, Tuomas. Trustee Municipal Water Works, Coun- 


Exmer G., C.E. c/o Fuller & McClintock, Cons. 
Engrs., Room 1512, 170 Broadway, New York, N. Y.. 
Manovn, L. Chast. in Chge. of Water Pfctn., Kansas City, 


ManvIt_z, F.D. Supt., Newport News Light and Water Co., 

Mapes, JoHn B. Contr. Engr., Newburgh, N. Y.......... 
Mark, ‘Coneman B. Dist. Engr. Pa. Dpt. of Hith., 604 N. 3rd. 


Mars, L. Donatp. Asst. San. Engr., U. 8. P. H. S., 76 New 
Marsnatu, L. A. Asst. Supt. Filtn. and Swg. Displ. Plant, 


MarsHaut, Wm. W. Box 97, Orangeville, Ontario, Canada.. 
Marston, Frank Atwyn. Cons. Engr., Metcalf & Eddy, 14 


a A. M. "clo Anderson, Clayton and Co., Houston, 
Martin, J.C. Atty. for Ohio Water Works Assn., 414 Gasco 
Comnr. of Water, 1452 W. 98th St., Cleve- 
Matt Conrapo E. Cons. Engr., 59 Obispo St., Havana, 


Mason, Dr. W. P. Prof. Chemistry, Rensselaer Polytechnic 


Massink, A. Chst. and Bact., Central Laboratory of Hol- 
Matuer, J. A., M.E. w/Fuller & McClintock, 879 North 
Matuis, WALTER RYLANDER. Hemphill Station, Atlanta 
Marre, Husert P. T. Coml. Engr., Worthington Pump and 
Matter, L. D. Dist. Engr. Pa. Dpt. of Hlth., 1933 N. 7th St., 
MattTHews, Irvine E. Engr., Water Works, 43 City Hall, 


Cc 
Martison, Victor A. Water Wks. Archit., 8So. Dearborn St., 
Mavrice, Grorce Hotsrooke, C.E. Eagle Springs, N. C... 
Mavry, 1445-6-7 Monadnock Block, Chicago, 
Mavzy, AnpRew B. Water Conservator, City Hall, Jersey 


Mavirty, J.W.,C.E. 724 North F St. pe 4 Kans..... 
Maxon, G. Supt. Water Board, Cortland 


Maxwetn, Donatp H. Prin. Asst. Engr., with Alvord and 
Burdick & Howson, 1417 Hartford Building, Chicago, III. 
Mayo, Witt1amM B. c/o Ford Motor Co., Detroit, Mich...... 
Dante W., C.E. 120 West Gorham St., Madison, 
MeApows, James O. San. Engr., 20 Charlevoix St., Mon- 


Dec. 4, 1914 
June 8, 1919 
June 8, 1909 
Feb. 23, 1920 


June 18, 1901 
Apr. 16, 1923 


May 3, 1923 
June 30, 1920 


May 26, 1921 
Apr. 5, 1923 


Feb. 20, 1922 
May 12, 1908 
May 11, 1915 
Aug. 18, 1920 
June 10, 1920 
May 7, 1917 
May 18, 1892 
July 20, 1921 
Apr. 30, 1923 
Aug. 28, 1922 
July 26, 1913 
May 3, 1923 
25, 1919 
Dec. 12, 1921 
May 19, 1923 
Mar. 11, 1911 
Aug. 22, 1894 
Dec. 8, 1922 
May 18, 1915 
June 10, 1919 


Feb. 15, 1917 
Aug. 16, 1917 


Apr. 18, 1889 
June 21, 1920 
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Mears, BrarnerD. Prof. of Chemistry, Williams College, 


MEEKER, Georce R. Supt. Water Works, Geneseo, N. Y..... Apr. 2, 1923 
MEgs, Eric A. Cons. Engr., Kinney Bldg., Charlotte, N. C. ie 23, 1923 
Mearaw, WILLIAM A. Water Engr., City Hall, Baltimore, 

MELLEN, A. F. Box 15, St. Anthony Falls Sta., Minneapolis, 

Metton, T.A. Pres. Kensington Water Co., 2112 Oliver Bldg., 

MENDELL, JAMES Herperr. Supt. Water Works, Manches- 

MENDELSOBN, IsaporW. San. Engr., U.S. Pub. Hlth. Svce., 

1527 14th St., N. W., Washington, D. C............... Feb. 9, 1920 
Mentz, Henry A. Asst. Engr. Munic. Eng. Dept., Magnolia, 

MERCKEL, FrepEricK G. c/o Wallace and Tiernan Co., 180 

MERRILL, GrorGe Fieitp, C.E. Supt. Water Works, Green- 


Merriman, Ricuarp M. Chf. Engr. Fuller & Maitland, Engrs. 
K. C. Wtr. Sply., 600 Walnut St., Kansas City, "Mo.. May 17, 1923 
MERRIMAN, Tuappevs. Chf. Engr. Bd. Wtr. Sup., 2224 


Municipal Bldg., New York, N. Y,................44+- May 29, 1920 
Messer, RicHarp. Sanitary Engr., State Department of 

Health, 1110 Capitol St., Richmond, Va............... Sept. 27, 1911 
METCALF, Joun T. Asst. Engr., in Charge L. I. Watershed, 

182 Lefferts June 7, 1916 
Mertcatr, LEONARD. Con. Civil Engr., 14 Beacon St., Boston, 

MEYERBFRM, Caartes F. Albert F. Ganz, Inc., 511 Fifth 

Jan. 26, 1922 
Meyers, A.H. Supt., Water Co., Columbia, Pa............. June 14, 1903 
Micuiz, Joun C., C.E. Supt., Water Works Dept., Dur- 

MIcKEL, CLARENCE W. Chst. Muscle Aug. 8, 1922 
MILHOLLAND, H. Cuarues. Asst. Engr. Am. "W. W.& E. Co., 

50 Broad St., New Apr. 20, 1923 
Miuier, Arthur P. Asst. San. Engr. U.S. P. H. Svce, 420 

Call Bidg., San Francisco. Cal.............ssescescsece Sept. 25, 1920 
MILLER, Cuirrorp N. Hyd. Engr., 2807 Union Central Blidg., 

Epwin E. Asst. Supt. Power Plants, 

Water Mar. 11, 1914 
Miter, H. E. Detr. Bur. San. Eng., State Bd. of Hith., 

Mitter, J. A. Supt. Water Works, 10 West Third St., Alton, 

Mixer, J. R. 615 So. English Ave., Springfield, Ill.......... Oct. 10, 1919 


Minter, Maovrice L. Cons. Hyd. & San. Engr. 203 were: 

idg., Denver, Colorado. : Dec. 26, 1922 
MILLER, Meuvrue W. Supt. Wtr. Wks. Lafayette, Ind.. May 21, 1923 
MituerR, WALTER Epwarp. 1719 Madison St., Madison, Wis. Nov. 17, 1911 
Miuurr, WarrenC. City Engr., City Hall, St. Thomas, Ont. Feb. 28, 1923 
MILNE, ” ALEXANDER. Supt. Water ‘Works, St. Catharines, 


Mrnor, Epwarp Eastman. Gen. Mgr. New Haven Water 

Minor, L. O. Supt., Water Works, Plattsmouth, Nebr.. July 8, 1922 


MITCHELL, CHARLES. Hamitton, C.E. 1003 Traders Bank 


Building, Toronto, Canada... Mar. 11, 1911 
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54 ACTIVE MEMBERS 


Manpentn Grorce. City Water Engineer, Aberdeen, Scot- 
MircHE.., Geo. H. Supt. Waterworks, Revenue Dept., City 
MitcHe..t, James J. Supt. Warren Water Co., 301 Penna. 
W. Montgomery. Gross Ile., Mich............... 
Mirren, JAMES R. Chst., Mesabi Iron Co., Babbitt, Minn... 
Moat, Cuartes P. Chemist, Vermont State Board of Health, 
2 Colchester Ave., Burlington, Vt... 
Moxter, Masor Bruce M. 1312 Massachusetts Ave., N.W., 
Moutman, Firoyp W. Chf. Chst., San. Dst. of Chicago, 39th 
St. & Lake Michigan, Chicago, IIll..................... 
Mouruarpt, E. F. : Bd. Fire Undwtrs. of the Pacific, 
914 Merchants Exchange Bldg., San Francisco, Cal... . 
Mouts, Wm. Supt. Water Works, Muscatine, Iowa............ 
Monrort, Witson F. Consulting Chemist, 506 N. Vande- 
Monrog, H. L. Supt. Water Works, Pontiac, Mich........ 
Monraspong, A. J. F. Room 2, Imperial Theater Bldg., 
Montovu.iev, Henry J.,C.E. Calle B, No. 70, Entre 21 y 23, 
Moore, L. E. Supt. Water Works, 1115 St. Claire St., Port 
Moore, R.M. Secty. and Mgr., Peoples Water Co., of Palms, 
Cal., 1018 Trust and Savings Bldg., Los Angeles, Cal... 
Morenovuse, Wautitace W. Supt. Divin. of Water, 20 E. 2nd 


seca Davin, Jr. San. Engr., 517 Praetorian Bldg., Dallas, 
Morean, Henry B. Grand View Drive, Peoria, Ill.......... 
Morian, Witpert. Engineer, Queens County Water Co., 
Morris, CHartes H. Supervisor of Water Works, New 
Morris, Samuet Brooks. Chf. Engr., Water Dept., City 


Morrow, Davin W., C.E. 4500 Euclid Ave., Cleveland, O.. 
Morsg, Rosert B. Chf. Engr., Wash. Sub. San. Dist., Hyatts- 
MortTENSEN, Freperick C. Prof. Chemistry, Coe College, 
Moses, Howarp E. Asst. Chf. Engr., Pennsylvania Dept. of 
Health, 904 N. 2nd St., Harrisburg, Pa................. 
Se E. Engr. c/o Tucker & Laxton, Charlotte, 


Moyer, Kenneto L. Supt., Dept. Public Service, 6th & 
MvueEtier, Cary. Asst. Engr. Bureau of Water, 147 Pomona 
MULLERGREN, ArTHURL. Cons. Engr., 555 Gates Bldg., Kan- 


Amprose. Supt. Middlesex Water Co., Woodbridge, 


July 21, 1913 


Feb. 10, 1921 
Oct. 21, 1920 
May 24, 1920 
Nov. 14, 1921 
Jan. 29, 1915 
Feb. 5, 1917 
Oct. 22, 1921 


Oct. 10, 1917 
Mar. 15, 1882 


July 10, 1906 
July 10, 1919 


Nov. 9, 1922 
Nov. 17, 1911 
June 8, 1921 
June 30, 1920 
Jan. 16, 1923 


May 21, 1923 
Apr. 24, 1910 


May 24, 1922 
June 7, 1916 


June 10, 1920 
May 8, 1922 


Mar. 11, 1915 
July 20, 1920 
Apr. 27, 1922 
Apr. 3, 1923 
Aug. 8, 1919 
Nov. 5, 1921 
Apr. 25, 1923 
Oct. 21, 1919 
Mar. 11, 1914 
Mar. 9, 1920 


: Mt 
Mi 
M 
M 
: M 
M 
M 
: Mowry, Rosert B. c/o Wallace & Tiernan Co., Box 178, 

: Monn, Harvey T. Hyd. Engr., N. B. F. U., 209 West Jack- 
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Morpuy, A.R.,C.E. Fountain City, Tenn................. Apr. 


Morpa#y, Frank J. Supt. Div. of Meters, City Hall, Milwau- 

Morray, R. ae & Structl. Engr., 326 Hutton Bidg., 

Mourrin, Joun A. Comr. Public Property, City Hall, Rock 

Muser, E. Frep. Supt. Clear Springs Water Co., P. O. 

MusseER, P. Kanawha National Bank Bldg., Charleston, 

Myers, Ben F. Supt., Water —— P. O. Box 240, Mar- 

shall, Harrison Co. June 14, 1920 
MYERS, Ricuarp A. Mepl. Engr, E. Undwtrs. Assn., 3 W. 


MYERs, Ropert Harrison. Pub. Util. Mgr., Stratford, Ont.. Feb. 10, 1921 


Mytrea, A. J. Fire Protection Engr., 64 Wellington St., 


Naumann, H. T. G. 1024 8th St., Port Huron, Mich........ Apr. 3, 1923 
NEBELUNG, Georce H. Asst. Engr., Scranton Gs. & Wtr. 

Co., 721 Prescott Oct. 11, 1921 
NELSON, Frep B., C.E. 966 Anderson Ave. , Highbridge, 

Newtson, George I. San. &. T. Co., 4123 West- 

Nevuine, J.B. Secty. -Treasr. Clearfield Water Co., Clear- 

NEWLANDS, James A. San. Engr., 11 Laurel St., Hartford, 

Newman, M. F. Mgr. Wtr. Purif. Dept. W. B. Scaife & 


NEwsoM, ReevesJ. WaterComnr. , City Hall, Lynn, Mass... Nov. 18, 1918 
NewTon, SamueLD. Civ. and Munic. Engr., 20 No. French 


Neyton, C. M. B. Supervising Engr., State Riv. and Water 
Sup. Com’n, Melbourne, Australia..................... May 18, 1915 


NIAL, a A., C.E. Supt. Water Works, 47 State St., 


ee June 16, 1919 
Nov. 12, 1920 
Aug. 22, 1919 


NisH1IoepA, Satoru. City Planning Bureau, Home Dpt. of 

the Empire, Maru-no-Uchi, Tokio, Japan............. Sept. 16, 1914 
NoLan, Supt. Water Dept., 169 Irvington Ave., 

Noute, Avaust G. Asst. ye Box 395, Ancon, C. Z. Dec. 30, 1916 
Norcom, Grorce D. San. Engr. Bd. of Hith., Wilmington, 

N.C June 10, 1921 


Norcross, PauLH. Cons. Engr., Atlanta, Ga. . Oct. 21, 1919 
Norris, JoHN ALEXANDER. Chairman State Bd. of Water 
Engrs., Capitol Bta., June 16, 1919 


B. Supt. Water Works Co. 


Oct. 21, 1919 
May 29, 1895 


L. Asst. Engr. w/Geo. C. Diehl, 577 
Ellicott May 29, 1895 
Nort, J. A. Supt. Water Works, Monongahela, Pa......... May 17, 1916 


e 
55 
7, 1911 
Nicuots, E.M., C.E. 27N. 38thSt., Philadelphia, Pa 
Nickerson, George Sumner. Hyd. Engr., Forum 
NIGHSWONGER, Harrison Worts. Route 9, Box 22, 
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O’Connor, Puitie J. Supt. Filtn., 525 Buena Vista Ave., 


O’Matiey, THomas A. Supt., Bureau of Water, 25 Quacken- 

O’Nerutt, Perry. Contr. Engr., Municipal Engineering Co., 

707 Pratorian Building, Dallas, Tex................... Mar. 20, 1922 
O’Rourkge, James. Supt. Water Works, Fulton, Ill........... Nov. 14, 1915 
O’SHauaunessy, M.M. City Engineer, 2732 Vallejo St., San 

Oxutcer, L.B. Supt. Water Works, Canton, O............... Nov. 12, 1919 
Oupine, A. I. 17 West Seventh Avenue, Redfield, South 

Oumstep, CuartesS. Supt., The Monterey Co. Water Works, 


16, 1916 


16, 1917 


8, 1921 


Outzen, ANDREWM. c/oDetroit City GasCo., Detroit, Mich. Aug. 1, 1923 
Owens, Rosert B., B.A., B.E. Government Bdgs., Ed- 


Ow1nes, Noste L. Asst. Engr. Washington Suburban San. 
Jan. 4, 1923 


Paritovi, ANTONIO, C.E. Belgrano3750, Buenos Aires, A.R.. July 27, 1919 
PatMER, MarsHAaLt B. Deputy Engineer, Water Supply, 
Parker, C. B. Asst. “em Pipe System, Hackensack Water 


Orange Sts., Jacksonville, Fla..................e0eee0- 16, 1920 
ParrisH, C. A. Supt. & Mgr. City Wtr. Dept., Compton 


Parsons, CHarLes Warren. Hyd. Engr. Natl. Bd. Fire 

Undwtrs., 209 W. Jackson Blvd., Chicago, Ill.......... Apr. 2, 1923 
Parsons, CuarK D. Assoc. Engr., Filtration Divn. Bureau 

of Water, Porter Ave. Pumping Station, Buffalo, N. Y.. Apr. 11, 1922 
Pate, R. L. Manager City Water Co., Springfield, Mo....... June 29, 1915 
Parton, W.A. Pres.and Mgr. Water Co., Catlettsburg, Ky.. June 7, 1904 
Patton, W.S. Mgr. Ashland Water Works, Ashland, Ky..... May 7, 1917 
Pauty, C. A. Chf. Engr. Lorain Water Works, 760 Osborne 


Payson, Epaar R. Prest. American Water Supply Co., 


Prarse, Lanapon. San. Engr., The Sanitary Dist. of Chi- 

cago, S. O. Bldg., 910 S. Michigan Ave., Chicago, Ill.. Feb. 24, 1913 
PEARSON, CHARLES DEARNE. Dpty. Engr. & Mgr., Wtr. Wks., 

Kiangse Road, Shanghai, China....................... Mar. 16, 1922 
Preart, JoHn. Water Supply Engineer, Metropolitan W. S. 

and 8. Board, Brisbane, Queensland, Australia........ Sept. 12, 1910 
ra M. Cons. Engr., 260 Edgewood St., Hartford, 


18, 1907 

Perrce, Waiter A. Sanitary Engineer, 227 Clifford Court, 


Pe 
Pr 
PE 
PE 
Pe 
PE 
PE 
Pacific Grove, Ca PI 
Ousen, C. Cons. Engr., P. O. Box 525, Ki n, Pr 
N. 
ORCHARD, 
Orr, ALEXANDER, U.K. lel r, G rsv Water 
ae Works, Gloversville, N. P 
Se Orr, C. A. Megr., City Wtr. a 
nS Oscoop, Harry N. Asst. City Mgr. & Purch. Agt., City P 
P 
I 
s Parker, Horatio Newton. City Bact. and Chst., Main and 
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Supt. Wtr. Pwr. & Lt. Comn., Weston, 


fume, RocerG. Prof. Hyg. and Prvnt. Med., E. 9th St. 

Perrow, Mossy GARLAND. Health Officer, Lynchburg, Va... 
Perry, H. W. Supt., Water Works, Box 647, Greenville, 


PEIRSO? A. G. 


Perry, Winuiam. Hydraulic Engr., Maplewood Ave., Cote 
des Neiges, Montreal, Quebec. 
Peters, Wm. J. Comnr. Public Wks., 301 Court House, St. 


Peterson, Leonarp. Supt. Water Works, Power and Light 

PHILLIPS, "AsA E. 26 Jackson Place, Washington, D. C...... 
———S Joun M. Harrison Engr. & Constr. Corp., Hayti, 


Pratt, Wittram M. Cons. Engr., Durham, N.C............. 
Pincvs, Sot. San. Engr., 255 West 108 St. , New York, N. Y.. 
PirRN1E, MALCOLM. Consulting Engineer, "25 West 43rd St., 
Pircuer, F. H. G. Mgr. and Ch. Engr., Montreal W. and P. 
Co., Place D’Armes Square, Montreal, Can 
PLAMONDON, ApRIEN, C.E. Engineer and Coattnieha, 70 St. 
Potnter, W. W. Supt. Wir. & Lt., Clarksdale, Miss....... 
W.D. Genl. Mgr. Pottsville Water Co. , Pottsville, 


A. F. Supt. City Water Co., Chattanooga, Tenn.. 
PoOrTEIGER, C. R. 5818 Whitby Ave., Philadelphia, 
Potrer, ALEXANDER. Consulting Engineer, 50 Church St., 
New York, N. Y 
Ports, Ciype. Civil and Sanitary Engr., 30 Church St., 
New York, N. Y. 
PowELL, ALEXANDER C, Chemist, Bango? Filter Plant, 
PowELL, SHepparp T. Chemist, Baltimore Co. Water and 
Electric Co., 100 W. Fayette St., Baltimore, Md....... 
Powers, JeromE, C.E. Supt. Keokuk Water V forks, Co., 
Pracy, Gro. Westey. Supt. Spring Valley Water Co., 375 
Sutter § St., San Francisco, Ca 
PRADAS, C. Engr. ‘in Chge. Pvg. and Sw¢e., 
Pratt, ArtHur H. Chf. Engr., North Jersey Dist. Wtr. 
Supply Comn. 20 Clinton Street, Newark, N. J........ 
Pratt, Gitpert H. Chemist and San. Engr., 30 Beech St. 
Pray, Joan W. Supt. Water Works, Ft. Dodge, Ia........... 
PRINCE, Grorce T. Cons. Engr., 501 Peters Trust Bldg., 
Procsanow, Henry QO. Supt. Water Works, West Allis, Wis.. 
Proctor, Epwarp M. Cons. Engr., 20 Rosemount Ave., 
Proxorierr, 8S. T. Hydraulic Engineer’s Office, Municipal 
Provost, ANDREW J., Jk. San. Expert and Hyd. Eng., 39-41 
Pruett, G. , CE. Supt. Pub. Wks. & Util., Miles City, 


. 22, 1916 
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Feb. 28, 1923 


June 3, 1921 
. 16, 1916 


. 25, 1922 


26, 1886 
23, 1923 
10, 1911 


. 9, 1922 


22, 1920 


. 5, 1921 
- 17, 1920 


8, 1917 
27, 1905 


22, 1916 
23, 1923 


18, 1892 


. 12, 1910 


10, 1906 


. 28, 1907 


18, 1915 


. 17, 1920 


4, 1923 


June 5, 1916 
June 24, 1913 


10, 1906 


June 17, 1919 
May 5, 1921 
Oct. 27, 1922 
May 12, 1908 
Feb. 2, 1914 


June 
Paul, Minn .. May ~ 
June 
July 
Aug 
Feb 7 
May 
June 
May 
Sept 
July 7, 1920 Bt 
July 18, 1907 Sa 
May 
reba” 
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Puan, MarsHaut R., C.E. 230 Poplar Ave., Wayne, Pa 
Porwam, — W. State Sanitary Engineer, Jefferson 


Sherman, Hutchinson, Kans. . 


QUINNELL, 


Comnr. Public Works, Bx. 684, ui 
ont 


Chst. & Bact. Filtn. Plant, 3940 Harriet Ave., 


Raab, FRANK. 
Minneapolis, Minu 


Race, JosepH. Mansion House, Hereford, England......... 
Ravcuirre, Joun L. Supt. Filtn., 663 Madison Ave., Eliza- 
Raper, R. P. Supt. Lehigh Water Co., Easton, Pa......... 
Ramer, Cuarues. Supt., Water Works, Keokuk, Ia.. 
RANDLETT, FRED Morse. 'Chf. Engr., Water Bureau, C ity Hall, 
RANDOLPH, EDWARD. P. O. Box 300, Newport News, Va...... 
RANKEN, Mantey J. Asst. Engr. Water Bd., 176 Jefferson 
Rapp, W. M. Supt. Const. Water Dept., P. O. Box 584, At- 
Rassier, Curistian C. Supt., Water Works, 330 W. Coal St., 
Ratuson, W. S. Fire Prevention Engineer, P. O. Box 1740, 
RayrMonp, Georce B. Supt. Water Dept., Conn.. 
REAGAN, Joun F., Jr. 1137 Park Ave. Utica, N 
REDFERN, W. Buarne. Sec. Treas. James, Proctor & ee, 
Cons. Engs., 115 High Park Ave., Toronto, Ont.. 
Ree, D. A. Mer. Water and Light Dept., Duluth, Minn. 
Ress, 8. P., C.E. International Filter Co. ., 826 Linden Ave., a 
Hubbard Woods, Ill 
Reeves, O. Ler. Supt., Water Works Co., 26 South Jack- 
Reip, Rosert H. Supt., Spring Brook Water Co., Hudson 
REID, Water. Supt., Water Works, Springfield, Ill........ 
Wm. H. City Mer. 
REILLY, Epwarp J. Walloce & Tiernan Co., 180 N. Market 
REINHARDT, Harry. Asst. Chf. Engr., East Bay Water Co., 
REINHARDT, LEo R. Water Commissioner, Enid, Okla....... 
REISWEBER, Auex.G. Supt. N. F. Div. Wstn. N. Y. Wtr. Co., 
401 Elderfield and Hartshorn Bldg., Niagara Falls, N. Y. 
Gustav J., C.E. 1828 Munsey Bldg., Baltimore, 


Reyer, Georae. Supt. Works, Nashville, Tenn...... 
ReYNOLbDs, Epwin G., .E. New Rochelle Water Co., 

514 Main St., New ‘Rochelle, 
Rayne, C. E. Supt. Water Works, Gastonia, N.C.. ¥ 
Ruynvs, CLARENCE PAULDING. Roxboro, 
Rice, Currron L. Genl. Del., West Palm Beach, Fla......... 
Rice, Joun M. Cons. Engr., 411 Oliver Bldg., Pittsburgh, Pa. 
Ricwarpson, G. Sales Megr., c/o Builders Iron 


Apr. 


8, 
June 15, 


June 2 
Feb. 
Feb. 


. 12, 1921 
24, 1922 


20, 1921 


17, 1923 
16, 1884 


26, 1921 
gan. 17, 1922 
May 14, 1912 
July 7, 1920 
Jane 8, 1921 


July 7, 1920 


Jan. 


May 
Apr. 


Feb. 


a, Quarter, LeRoy A. Chf. Mechanical Engr., Water Dept. 
40 W. 98th St. Clev 4, 1915 
3, 1923 
, 1922 
Feb. 19, 1920 
May 12, 1908 
2 Mar. 23, 1922 
a June 16, 1920 
May 24, 1922 
Nov. 8, 1920 
ae May 17, 1899 
May 24, 1922 
Apr. 13, 1922 
June 16, 1919 
ve July 10, 1906 
Nov. 12, 1919 
ae. Sept. 20, 1913 
oe May 24, 1922 
July 12, 1922 
= May 24, 1922 
ae May 23, 1923 
ae Mch. 26, 1923 
Ma 
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Ricnarpson, H.H. Engr. Wtr. Svce., Mo. Pac. R. R., 1055 Ry. 
River, JANEH. Detr. Ariz. State Laboratory, Tucson, Ariz.. 
Riptey, CLarENcE Evaene. Bluefields, W. Va............. 
RINDELHART, Karu, Jr. Asst. Engr. Dpt. Wtr. Sply., 611 
Linwood Ave., Detroit, 
Rineness, Henry. Supt. of Accts. Peoria Water Works Co., 
Ritcu1z, Epcar Gowar. Engineer of Water Supply, Met- 
ropolitan Board of Works, Melbourne, Australia....... 
Roserts, Earut I. Asst. Engr., State Dept. of Health, 
Roserts, JounS., Jr. Borough Engr., Bristol, Pa......... 
Roserts, Witu1aAM J. Cons. Engr., 616 Puget Sound Bank 
Rosinson, Brice J. Pres.-Mgr. Atascadero Mutual Water 
Ropinson, Leonarp C. Supt. Water and Sewer Dept., 
Rosrnson, Witu1aM P. 1700 East 3rd Ave., Denver, Colo... 
RopMAN, Grorce Epwarp.’ Asst. Engr. Dept. W. G. and E., 
2449 Municipal Bldg., New York, N. Y................ 
Ronrsacu, Wm. R. Mgr. Sunbury Water Co., Sunbury, Pa. 
Rouurns, Frank I. Supt., Water & Sewage Purification, 
500 N. Sth 8t., Cambridge, Ohio........... 
Romie, C. O. Secty. and Supt. Water Supply Co., Den- 


Roper, Roswett M. Engr.., Bd. of Water Comnrs., East 


RosentHAL, Hetman. Cons. Engr., 2906 Peabody Ave., 
RosENTRETER, HERMAN. Engr. of Water Supply, City Hall, 


Rossiter, Epear A., C.E. Rm. 1001, 127 N. Dearborn St., 
Rovutn, James W. Bureau of Municipal Research, Athletic 
Rovutiece, GeorceGrawAM. Supt. Water Distb. Section, 332 
St. Clair Ave. East, Toronto, Ont..................00. 
Rowe, E. A. 1104 Central Building, Los Angeles, Calif... .. 
Rowe, E. J. Supt. Water and Light Dept., Wellsville, N. Y... 
Rupp, Wiiu1am C. Cons. Engr. Assoc. w/G. W. Hudley, 
Rupprrow, Maurice B. Mgr. Merchantville Water Co., 
Rug, J. A. Water Engr., Cent. Ill. Pub. Service Co., 1217 
Rueetes, ArTHUR V. Comnr. of Water, City Hall, Cleveland, 


RusseLu, Brinton. Supt. Water Co., Norristown, Pa...... 
Russet, NormanF.S. 1421 Chestnut St., Philadelphia, Pa.. 
Rust, C. H. Toronto Electric Lt. Co., 12 Adelaide St., 
Ruta, Epwarp D. Supt., Water Dept., City Hall, Lan- 
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Aug. 23, 1920 
Aug. 23, 1920 
Dec. 5, 1918 
June 8, 1923 
Sept. 8, 1919 
Sept. 6, 1912 


Jan. 11, 1918 
June 19, 1920 


Oct. 19, 1914 
May 20, 1920 


July 18, 1907 
June 8, 1897 


Jan. 24, 1919 
July 10, 1906 


Apr. 18, 1922 
Oct. 23, 1917 
May 18, 1913 
May 10, 1919 
June 3, 1918 
Mar. 12, 1908 
July 10, 1906 
May 15, 1914 
Oct. 14, 1918 
June 4, 1920 
Mar. 18, 1919 
Nov. 9, 1922 
June 3, 1921 
July 14, 1923 
June 23, 1914 
Apr. 7, 1916 
Aug. 16, 1920 
Oct. 14, 1922 
May 23, 1923 
Dec. 10, 1915 


June 24, 1903 


Roos, M. Secty. and Supt. Cairo Water Co., Cairo, 7 
Ross, Cuas. H. Supt. Water Dept., Brockport, N. Y........ oe 
Ross, R.A. Cons. Engr., 288 St. James St., Montreal, Canada = se 
Rupp, Danitex H. Water Department, East Liverpool, 
May 1, 1922 cae 
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Ryan, Wm. G. Sanitary Engr., 34 West St., Florence, Mass... 
Ryruz, Jonn. Asst. Engr. Passaic Water Co., 158 Ellison St., 


Sackett, Rospert L. Dean, School of Engineering, Pa. State 

Sarrorp, ArtHur T. Engr., Proprietors Locks and Canals, 

SatmonD, James J. Manager Canadian Engineer, 62 Church 


Sanporn, James F. Cons. Civ. Engr., Room 1856, 50 Church 
SanveErson, A. U. Supt. Toronto Filtn. Plant, Foot of John 
Sanvo, Witt J. Consulting Engineer, 1013-16 Wells Building, 
SANZENBACHER, GEorGE. Engr. and Supt. Dept. of Water, 
Sarnpers, Wa. E., E.M. Librarian, United Gas Improve- 
ment Co., Broad and Arch Sts., Philadelphia, Pa...... 
Savace, W.B. Supt. Water Works, Knoxville, Iowa......... 
Cates Mgr. and Chf. Engr. Water Works, 
53 North Beacon St., Hartford, Conn.................. 
SAVILLE, THORNDIKE. Assoc. Prof. Hyd. and San. Eng., Univ. 


Sawal, Junicar. Chf. Engr. Water Works, Osaka, Japan... 
Sawin, Lurner R. Bacteriologist in Charge of Mt. Kisco 
Sayer, Frep D. Borough Engr. and Supt. of Water, Brook- 
Scaccrarerro, Jonun. Civil and Sanitary Engr., 505 High- 
ScartTu, StantLanpD. Supt. Water, Sewer and Light, Newark, 
Gane, Seen G. 925 W. Susquehanna Avenue, Philadel- 
Scnerer, Freperick G. Asst. Engr. Bureau of Water, 
Scutepet, C. W. Secy-Treas. and Genl. Mgr. Water and 
Scuimme., L. H. Pontiac Wt. Wks., Pontiac, Mich......... 
Scuotz, Ropert O. Senior Engr. Division of Water, 45 
Grorce Netson. Asst. Comnr. Dvn. of 
Water, 716 Stickney Ave., Toledo, Ohio............... 
Scureiper, Franx J. Chf. Inspect. Bur. of Wtr., Buffalo, N. Y. 
Scuwase, Water P. Prest and Mgr. The Thompsonville 
Water Co., 15 Centra! St., Thompsonville, Conn....... 
Scuwartz, Freperick W. 439 Hamilton St., Albany, N. Y... 
Scortztp, C. L. Canadian Fire Und. Assn., 524 Coristine 
Scott, J. SHetpon. Chst. in Chge. Pfctn. Plant., 1623 State 
Scort, Rossirer 8. Cons. Eng., c/o Nicholas S&S. Hill, Jr., 112 
Scott, Watter M. Chrmn. Greater Winnipeg Wtr. Dist., New 
Civic Offices, Winnipeg, 
Scorr, Warren J. Asst. Engr. S. B. of H., 8 Washington St., 
D. W. Supt., Lt. & Wtr. Works, Johnstown, Ohio.. 


Mar. 26, 1910 
Dec. 3, 1919 


Nov. 21, 1912 
Feb. 4, 1921 
July 18, 1907 
Aug. 22, 1921 
June 9, 1920 
June 27, 1905 
June 27, 1905 


July 26, 1919 
Jan. 8, 1921 


Mar. 18, 1916 


Aug. 30, 1920 
July 21, 1919 


July 14, 1916 
Apr. 22, 1914 
Aug. 25, 1921 
Aug. 9, 1916 
Oct. 23, 1922 
Dec. 26, 1919 


Apr. 26, 1921 
May 23, 1923 


Feb. 19, 1916 


Aug. 22, 1921 
Mar. 14, 1921 


Nov. 3, 1914 
July 18, 1907 


Apr. 22, 1920 
Nov. 27, 1920 
Mar. 4, 1922 
Mar. 11, 1914 


Oct. 14, 1922 
Oct. 11, 1921 
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Seery, Francis J. Prof. Hyd. Eng., Cornell Univ., 504 Uni- 
SEIBERT, JOSEPH. ’Supt. Water Works, St. Cloud, Minn...... 
SENIOR, ‘Samuen Pater. Pres. and Engr. Bridgeport Hyd. 
SuHaron, Joun J. Asst. to Mgr. 8. V. Wtr. Co., 375 Sutter St., 
mena wee T., Jr. Supt. Helena Gas & Elect. Co., Helena, 


Saaw, A. W. Engineer, Box 1516, Brandon, Manitoba, Can... 
Suaw, C. M. Supt., Water Works, P. O. Box 822, Prescott, 
Saaw, Harry B. Asst. Engr., Washington Subn. San. Dist., 
Saaw, Watrer A. State Public Utilities, 1509 Farwell Ave., 
Seat, Ronent E. Cons. Engr., B. F. Keith Bldg., Cleveland, 
SHetpon, Howarp W. Water Works Engr., 1208S. Cedar St., 
SHELL, Rotanp G. Water Works Operator, R. F. D. 4, Box 5, 


Saerarp, E. R. Cons. Elect. Engr., 1620 Edison Bldg., 
Sueprarp, Georce M. Chf. Engr. Dept. Public Works, City 
Conan, J. Les. c/o Water and Lighting Co., Compton, 

Cons. Engr., 14 Beacon St., Boston, 
SHERMAN, Wacom d. C.E. The W. J. Sherman Co., Toledo, 
SHerrerpD, Morris R. Cons. Engr., Dept. Street and Public 
Suisiey, E. H. Supt. Port Costa Water Works, 433 Cali- 
SHIBLEY, Kenneta. Civil and Hydraulic Engr., 1218 Mer- 
chants Exchange, San Francisco, Cal.................. 
Suretps, W. 8. 1201 Hartford Bldg., Chicago, Ill............ 
Saipman, Evaene H. Prest. Clear Springs Wtr. Co., 624 
North Main St., Bethlehem, 
~~ G. E. Genl. Mgr., Water Works, Waterloo, 
SHOWELL, Epwarp B., 
Srppons, ‘Josern 8. V. Supt. Torresdale Filters, 1648 Dyre 
Srizpiz, Apotpa G. Asst. Engr., Water Dept., 480 East 124th 
Srems, V. Bernarp. Assoc. C.E., Engr. & Costn. Div., Water 
Dept., Wolfe and Oliver Sts., Baltimore, Md............ 
Sms, R. B. Su t., Water Works, Spartanburg, 8. C....... 
Srmonps, FreD W. 4 Addison Place, Ridgewood, N. J...... 
Simons, GrorGE W., Jr. San. Engr., 364 Avondale Ave., 
Sxrnner, Atrrep E. Western Mgr. Pitometer Co., 53 W. 
SuaTer, E. O. Chemical Engr., 245 So. Los Angeles St., Los 


Steerer, Wituiam H. Constr. Engr., 2124 Lawrence Ave., 


Nov. 


June 
July 
Feb. 


Apr. 
Jan. 


Apr. 
Apr. 
July 


June 13, 1921 


Apr. 
Jan. 


May 


Nov. 


ke 
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3, 1919 
5, 1912 


10, 1906 
10, 1920 


27, 1910 
17, 1911 


18, 1922 
2, 1923 
10, 1906 


5, 1922 
12, 1922 
3, 1922 
12, 1920 


June 6, 1922 


May 
May 


June 


June 2, 1920 
Sept. 


May 
July 


June 
Mar. 


Feb. 
June 
May 
May 
May 


July 


Mar. 


Apr. 


May 


14, 1914 
12, 1908 
7, 1897 


1, 1915 
17, 1899 


14, 1920 


5, 1911 
21, 1913 


28, 1916 3 
13, 1921 
11, 1916 
24, 1922 
13, 1918 
23, 1920 
14, 1921 
11, 1922 


16, 1923 
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SMALLEY, Jas. D. Supt. Wtr. Wks., Hayward, Cal.......... 
SmausHaF, A. J. Columbus Water Works, Columbus, Ga.... 


Smita, Epwarp E., 2nd. Supt. Filtn., Lima, O.............. 
Smita, EtroyG. Cons. Engr., 313 Herald Bldg., Augusta, Ga. 
Smita, J. Watpo. Consulting Engr., Board of Water Supply, 


Municipal Building, New York, N. Y................... 
oo: L. B. Mgr. Westmoreland Water Co., Greensburg, 
Ce, Dae A. Supt. Water Works, City Hall, Madison, 

Smita, Merritr Havinanp. Chf. Engr., Bureau of Water 
Supply, Municipal Building, New York, N. Y......... 
Smita, R. J. Megr., Scty-Trs. Perth Hydro-Electric System, 
Smita, W. Z. General Manager Water Works, 442 Luckie St., 
Smirarm, E. R. Secty-Treas. Pub. Util. Comn., Box 55, 
SneLL, George H. 49 County St., Attleboro, Mass........... 
sana * Genl. Supt. Coast Valleys G. & E. Co., Salinas, 


eticen Freperic Antes. 105 Carnegie Ave., East Orange, 


Speier, FRanK NEwMAN. Metallurgical Engr., 1802 Frick 

Spencer, C. A. Supt. Mountain Wtr. Sply. Co., 208 Couler 

Spencer, PercyS. Eng. Asst., Aberdeen Wtr. Wks., 39 Brim- 

mond Place, Torry, Aberdeen, Scotland................ 
Sperry, Water A. Chemist, Filtration Plant, Grand 

Sprtter, H. C. Prest. Jackson Mutual Water Co., 17 Water 

Sprre, Leonarp 8. Chf. Pitometer Operator, Bureau of 

Water, 50 Lake View Ave., Buffalo, N. Y.............. 
Srarinton, H. Waterworks Inspector, Western Canada Fire 

Underwriters Assn., 1100 Paris Bidg., Winnipeg, Man.... 
Sranutey, Wm. E. Care Pearse, Greeley & Hansen, 39 West 

Srarspirp, HaroLtp R. Engr., Bur. of Water, Syracuse, N. Y.. 
Stark, Burr M., C.E. Lake Ave., Troy, N. Y............. 
Srarr, Rotanp H., B.A.Sc. Engr. Wtr. Lt. and Pwr. Wks., 

Stearns, Harrineaton P. c/o Queens Co. Water Co., Far 

a, F. San. Engr., 6753 Lafayette Ave., Chicago, 
SterHen, Enc. Lr. Cmpr. R.N. Supt. Engr., 
Macdonald College, P. Q., 


Aug. 29, 1923 
Dec. 26, 1916 


Dec. 11, 1922 
May 8, 1918 


Aue, 28, 1920 
June 16, 1920 
June 15, 1898 
July 26, 1915 
May 17, 1916 
July 15, 1915 
June 10, 1911 
Apr. 27, 1910 


Apr. 3, 1919 
July 7, 1906 


Mar. 21, 1923 
Mar. 13, 1920 


July 16, 1923 
Oct. 27, 1922 


May 29, 1920 
Jan. 8, 1915 


June 10, 1920 
Oct. 10, 1919 
May 3, 1922 
Dec. 5, 1914 
July 2, 1918 
July 5, 1918 


June 26, 1916 
Dec. 24, 1914 


Nov. 9, 1922 
June 13, 1921 
Dec. 26, 1919 
Jan. 16, 1920 
Jan. 22, 1914 
June 16, 1919 


Apr. 21, 1916 


Bae Smeppera, C. W. Office Engr., Carolina Eng. Co., Box 752, 
oe Smita, ARTHUR H. 100 Beechwood Ave., Bound Brook, N. J.. 
Pens Smita, CHartes Marion. Supt., Water Works, Box 446, 
Aes Snyper, 8.B. Supt. Wtr. Wks., 105 8. Madison St., Stough- 
lea Soost, C. W. Supt. Water Works, Mobile Ala.............. P| 
SosnowskI, B. Prest. Bd. Wtr. Cmnrs., 1093 E. Grand 
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STEPHENSON, Frank H. Asst. Supt. Water Supply, 5171 
Stevens, Harotp C. Consulting Engineer, 150 Nassau St., 
Stevens, Harry. Cons. Engr., Union Trust Building, Wash- 
Srevenson, W. L. Chf. Engr., Pa. Dpt. of Hith., P. O. Box 
Srewart, F.D. Asst. San. Engr., State Dpt. Hith., 71 Long- 
——- ow J. Mgr. The Merton G. Hall Co., Center- 
Stewart, Spencer W. Prest. Ambursen Constr. Co. Inc., 
Grand Central Terminal Bldg., New York, N. Y........ 
Srotpt, G. F. Superintendent Water & Filtration Plant, 
Care City Power & Water Plant, Jacksonville, Illinois. . 
Stone, E.W. Analyst, Pueblo Water Works, P.O. Box 818, 


STONE, he : Prest. and Mgr., 400 Chestnut St., Philadel- 
Srorrig, C.E. Room625, Confederation Life Bldg., 
Srorrs, Jonn W., C.E. Mbr. N. H. Pub. Serv. Comn., Con- 
Srory, SrerpHen Bonp. Director Bur. Mun. Research, 25 


Stover, Freperick H. Crescent Hill Filters, Louisville, 
Srrana, Joun A., C.E. Wallace & Tiernan Co., Rm. 507, 180 

N. Market St. 
Srratron, THOMAS F. Water Comnr., Memphis, Tenn...... 
Srreeter, H. W. San. Engr., U. S. Pub. Hith. Serv., Third 


& Kilgour Sts., Cincinnati, Ohio. ...................065 
Srreiruor, Cuarues. Genl. Supt. Dpt. Wtr. Wks., Evans- 
Srroumerer, Josep 8S. Asst. Civil Engr., Water Dpt., 215 
Singer Ave., Baltimore, 
Stromauist, W. City Health Dept., Room 2, Court 
Suuturvan, C. J. Supt. Water Works, 319 Second Ave. North, 
Surverer, ArtHur. Cons. Engr., 511 St. Catherine St., W., 


Suter, Russeuy. Sr. Asst. Engr., Cons. Comn., Albany, N. Y. 
SurTuHEerRianp, [an M., M.C.E. Engng. Drftsmn. M. M. B.W 


110 Spencer St., Melbourne, Australia............... be 


Surrie, Cuirrorp B.,C.E. Asst. Treas. Tampa Water Works 
Co., 401 Chestnut St., Philadelphia, Pa............... 
Swanson, Metvin O. Supt. Wtr. & Lt. Dept., City Bldg., 
Swarp, Francis L. Comnr. of Water, 840 Penobscot Bldg., 
Sweet, E. O., C.E. Birmingham Water Works Co., 11064 
Virginia Ave., Birmingham, Ala....................... 
Switzer, Joun A. Cons. Engr., Prof. Hydraulic and Sanitary 
Eng., University of Tenn., Knoxville Tenn........... 


Syrmonps, Henry A. Cons. Hyd. Engr., 75 Crofton Road, 


Maas... 
Symons, M.M. Chief — Interstate Water Co., 1009 West 
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May 24, 1920 
May 9, 1914 
May 12, 1916 
May 1, 1922 
May 20, 1922 
Apr. 12, 1920 


Feb. 


4, 1921 


Dec. 16, 1922 
July 22, 1916 
Dec. 16, 1915 
Mar. 11, 1915 


Oct. 


7, 1918 


Mar. 30, 1920 
June 3, 1912 


Feb. 8, 1923 
May 21, 1923 


Apr. 16, 1915 
May 23, 1923 
May 11, 1922 
Nov. 17, 1914 
June 23, 1913 
Apr. 18, 1916 


Oct. 


9, 1914 


June 16, 1920 
June 10, 1919 
Aug. 9, 1922 
June 13, 1921 
May 19, 1916 
May 10, 1915 
Feb. 26, 1921 


Feb. 


8, 1915 


923 
916 
1 2 
922 
20 
20 
398 
15 
16 
15 
10 
19 
6 
: 
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Taser, Grorce A. Consulting Engineer 741 Kimball Bldg., 
TarnTeR, F.S. 84 Pine St., New York, N. 
TaLsot, ARTHUR N. Prof. Municipal and Sanitary Engr., 
University of Illinois, Urbana, Ill...................... 
Tatsot, Earue. Secty. Treasr. and Genl. Asst. Supt., 
Hackensack Water Co., Box F., Weehawken, N. J. 
Te om Supt. Sec. ‘and Treas. Water Works, Dan- 
Tanner, Frep W., Pu.D. Bact. Dept., 361 Chem. Bldg., 
Tanner, I. B. Supt. Wtr. Svce. Dpt., Jos. Bg Nelson and 


Sons, 3240 8. Michigan Ave., hicago 
ALPH E. San. Engr., 'U.8.P 321 Mills 
TARR, Cuar.es W. Divn. Engr., Morris Knowles, Inc., Engrs., 
Tay, SAMUEL San. Ttl. Hith., Hawaii, 
2413 Lower Manoa Road, Honolulu, T. H............. 


Gro. R. San. Chmst., 115 Wyoming Scranton, 
Tene, Samuru, A. Con. and Constructing Engr., 7th 
Floor, Ist. Natl. Bank Bldg., Pittsburgh, Pa.......... 
Taytor, SterHen H. Supt. ater Works, 312 Municipal 
Bidg., New Bedford, 
Tay or, W. "BE. Chf. Engr., Water Co., Water St. and Big 4, 
TERNES, ALBERT P. Water Commissioner, 7435 La Salle St., 
Tuom, L. G. City Mgr., Newport News, Va.. 
wee A.H.P. Supt. ‘Water Works, Box 227, New ‘Toronto, 


eae Cuas.F. M.E. 900 Independence Bldg., Charlotte, 
Tuomas, E. J. Cons. Engr., Box 613, Minot, N. Dak........ 
THOMAS, 85 Eleventh St., ‘Lowell, 


E. Asst. Chst., Filt. Plant, 556 Mil- 
THOMPSON, Samue. H. Supt. Pumping Stn., 1008 So. 25th 


THoMPsoN, W.H. Mgr. Water Works, Muncy, Pa........... 
THORNDIKE, Sturais H. Cons. Engr., 200 Devonshire St., 


TIGHE, James L. Cons. Engr., 189 High St., Holyoke, Mass. . 
TILDEN, V. Pres. and Genl. Mer. Mfg. Co., 


Kurt. Asst. Chief ., Water 
Toutes, Frank C. Cons. Engr., 3120 Second Natl, Bk. Bldg., 
Toison, ALBERT. Supt. of Filters, 206 Rochelle Ave., Phila- 
ToMLINSON, Sam. 100 Robinson Road, Singapore, 8.8........ 
TOTTEN, Ropert L. Cons. Engr., 415 Brown Marx Bl dg., 
Birmingham, Ala. 
Tow Le, Etron L. Hyd. & Mech. ‘Engr., "402 East 37th St., 


June 
Oct. 


Aug. 
May 


June 


Nov. 
Sept. 


July 
Nov. 
July 
May 
June 
June 
July 
May 


3, 1912 
4, 1919 


22, 1894 
1, 1920 
7, 1904 
3, 1914 
5, 1919 
5, 1921 

12, 1919 

14, 1920 

11, 1908 

10, 1902 
3, 1919 

18, 1903 

15, 1922 


May 23, 1923 


Feb. 
Aug. 

c. 
May 


June 


Mar. 


July 
June 


Feb. 
Apr. 


Apr. 
Aug. 


July 


Mar 


28, 1923 
29, 1923 
11, 1922 
16, 1900 
26, 1919 
16, 1922 


11, 1921 
9, 1919 


26, 1921 
17, 1889 


19, 1889 
26, 1916 
18, 1901 
13, 1922 

1, 1923 


. 29, 1916 


14, 1887 


. 26, 1923 


5, 1922 


ISDALE, ELLIS S. Director, dan. Eng. Division, State Dept. 

eae Topp, Witu1am. Supt. Elec. Light and Water Works, Austin, 

June 
June 
Aug. 

Apr. 

| 


— 


ww 
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Town.ey, Davin H. Water Co., 139 


Torne, J. W. Engineer, South Bend, Ind................. 
Trace, V. E. Supt. Water Works Dept., City Hall, Santa 

=e N. San. Engr., C. B. & Q. Co., 25110 St., Lincoln, 

Trarrorp, E. W. Detr. Pub. Util., 109 City Hall, Rich- 

TRAUTWINE, Joun C., Jr. Civil Engr., 257 8. Fourth St., 

Travis, F. M. Prest., The Torrington Water Co., P. O. Box 

Trax, E.C. Chemist, Filtration Plant, McKeesport, Pa..... 
Trisvs, Louis Lincotn, C.E. 15 Park Row, New York City. 
TROBRIDGE, CHARLES E. San. Engr., American Water Wor 

& Elect. Co., 355 Warburton Ave., Yonkers, N. Y........ 
Troapon, J.8., C.E. Leaksville, N. 
True, Aupert ©. Sanitary Engr., Proximity Mfg. Co., 


Denim Branch, Greensboro, N. 
Trumpore, Franx J. Master Mechanic, 743 N. Main St., 
Turner, J. W. Waterworks, Edmonton, 


Tortie, Artaur S. Chf. Engr., Bd. of Estimate and 
Apportionment, Municipal Building, New York, N. Y.. 
TyGert, Crri B. 165 Home Avenue, Rutherford, N. J..... 
Tyrer, Orvitte Z. Supt. Water and Power, Main and Orange 


Utricu, Bernarp L. Supt., Water Works, Manhattan, Kans. 
Unperwoop, Appison L. Supt., Water Dept., 148 N. Picker- 


VaiL, Cuartes D. Ry. and Hyd. Engr., Public Util. Comn., 
VALENTINO, Joun G. Supt. Water Dept., Savannah, Ga.... 
VanArnum, Wituiam I. Supt. Filtration, 925 High St., 
Van BENSCHOTEN, Jay. Mech. & W. W. Engr., 73 Adelaide St. 
es W. D. Prest. Water Works Co., Southampton, 


VEATCH 
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May 26, 1916 
July 10, 1905 


July 23, 1920 
Aug. 31, 1921 
May §8, 1922 
May 27, 1896 
July 20, 1917 
June 9, 1911 
May 12, 1906 


Apr. 18, 1922 
Dee. 11, 1922 


Aug. 28, 1922 
Apr. 7, 1922 
June 6, 1922 


July 10, 1916 
Nov. 14, 1922 


May 4, 1921 
May 7, 1923 
Feb. 20, 1922 
Oct. 16, 1921 
Jan. 8, 1921 
Apr. 30, 1923 
Feb. 7, 1922 
June 10, 1923 
Aug. 23, 1920 
July 10, 1906 


Mar. 20, 1922 
May 23, 1923 


May 12, 1914 
Feb. 7, 1916 
Dec. 16, 1915 
June 8, 1909 


May 16, 1916 


20 
4 
1 
Uetrzen, Epwarp Joun. Supt. Wtr. & Lt. Dpts., Rollo, Se 
Van Gitper, L. — and Supt. Water Dept., City Hall, a 
Atlantic City, N. 
J.R., C. E. 408 Salt Springs Road, Syracuse, 
VAN Keuren, C.A. Chf. Engr. Wtr. Dpt., Jersey City, N. J.. 
Van Loan, Seta M. Deputy Chief Bureau of Water, 796 City af 
Van Trump, 8S. N. Chf. Engr. and Supt. Water Wks., Wil- oe 
ORNELIUS C., C.E. ark Row, New York, 
VERTEFEVILLE, JosepH A. Asst. Dpt. W. S. G. and 
E. of N. Y., 50 Court St., Brooklyn, N. Y............. [Xi 7 
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Vest, W.E. Supt. Water Works, Charlotte, N.C........... 
VILLERMIN, LAWRENCE F. Megr., Wtr. & Lt. Piat., P. O. 
VoLKHARDT, WILLIAM. 535 Bay St., Stapleton, N. Y........ 
Von Grererz, C.E. Capt. Royal Swedish Corps 
Engrs., Humlegardsgatan 29, Stockholm, Sweden..... 


Wacuter, Leonarp M. Chemist, State Bd. of Hith., 192 

Wane, B. F., C.E. 11 South LaSalle St., Chicago, Ill........ 
Wapswortu, G.A. Supt. Water Dept., Evanston, Ill....... 
Waaner, E.G. Supt.Water Works, City Hall, Lewiston, Idaho 
Waaner, Epwin B. Supt. Water Works, Downingtown, Pa. 
Waaner, H. F. Chemist, Bureau of Water, Lab'y, Col. F. G. 


Waaner, Ricnarp F. Supt. and Engr. Dept. of Water, 


Wau, Bensamin. Chf. Chst. Detroit Sulph. P. & P. Co., 
Watpen, A. E. a and Chf. Engr., 100 W. Fayette St., 
Waker, Etton D. Cons. Engr., Hydraulic and Sanitary 
Engr., 248 So. Burrowes St., State College, Pa......... 
Waker, Isaac S. Genl. Mgr. New Chester Wtr. Co., 594 
Drexel Bldg., Philadelphia, 
Waker, Lewis Dewar. Wtr. Wks. Engr. Can. F. U. A., 
Excelsior Life Bldg., Toronto, Ont., Canada........... 
Wat., EpwarpE. Water Comr., 312 City Hall, St. Louis, Mo. 
Watt, W. A. General Manager, Water & Sewer Departments, 
King & Alakea Sts., Honolulu, T. H................... 
Wattace, Witutram W. Chst., Bd. Wtr. Comnrs., 2915 Bewick 
Warp, Cuartes Cons. Engr., 243 Bleury St., 
Warp, R.E. Supt. Wtr. & Lt., Zebulon, N.C............... 
Warper, Cartes. Superintendent Water Works, Niagara 
Warpie, ANDREW Netson. San. Engr., Holway Engineering 
Warina, F. Hotman. Asst. Engr. State Dept. of Health, 
Warren, C. A. Const. Engr., City Water Department, 1822 
E. Lafayette Ave., Baltimore, Md..................... 
Warren, W.D.P. Cons. Engr., Milliken Bldg., Decatur, Ill. 
Warrick, Lovis F. Chemist, 505 Wyckoff Road, Ithaca, N.Y. 


Watkins, W. W. Chemist & Bact., Box 43, R. 


Wars, H. T., C.E. Supt. Wtr. Sup. Co., Box 107, Vincennes, 
bag Pb Dist. Mgr. Consumers Power Co., Cadillac, 
Wesster, Epwtn Rotanp. Cons. Engr., Webster Bldg., 327 


May 3, 1911 


May 27, 1922 
June 11, 1902 


July 23, 1920 
Mar. 16, 1922 
May 25, 1922 
May 16, 1918 
Dec. 30, 1916 
Apr. 22, 1921 
May 12, 1914 
Nov. 3, 1919 
June 8, 1923 
May 12, 1908 
July 18, 1907 
Mar. 25, 1919 


Feb. 10, 1921 
June 7, 1904 


Apr. 10, 1922 
Apr. 5, 1922 


June 10, 1920 
May 16, 1923 


Jan. 8, 1916 
Sept. 18, 1916 
Feb. 23, 1915 
May 24, 1922 
Mar. 20, 1920 
Apr. 6, 1920 


Dec. 11, 1922 
May 18, 1892 


June 5, 1922 
Dec. 23, 1921 
Feb. 13, 1914 
July 7, 1920 
Jan. 8, 1921 
Jan. 11, 1916 


- 


a 
WATERMAN, Earte Lytron. Associate Professor San. Engr., 
ae 104 Eng. Hall, University Iowa, Iowa City, Iowa...... 
Watkins, Tuomas. Mechanical Engr., Johnstown, Pa...... 
soe Watson, Grorce L. Cons. Engr., 150 Nassau St., New York, 
Watters, Grorce Lawrence. 715 Linwood Ave., Buffalo, 


Wh 
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Weaman, Epwarp. Cons. Engr., 14 Morris Crescent, Yon- 

Wetca, Russet Dutton, C. E. Cons. Engr., Winston, N.C. 


WELLs, Kurtz, C.E. 11 N. 5th St., Reading, Pa........... 
Consulting Engineer, 40 Wall St., New 


WELLs, Joun J., C.E. Cons. Engr., Rocky Mount, N. C.. 
WELLs, Wituiam Frirra, Biologist & Sanitarian, Conser- 
Westey, J. B. Chemist, Mo. Pacific R. R., 632 Railway 
West, CHARLES C. Gen. Mgr., Sayre Water Co., Sayre, Pa. 
West, Geo. F. President, Biddeford and Saco Water Co. be 
WEsrt, Grorce M. Supt., 168 First St., Lehighton, Pa....... 
Wesr, Norra M. Megr., York Co. Water Co., P. O. Box 26, 
West, VERNON T. Treas. Rensselaer Water Co., Box 868, 
Weston, Ropert Spurr. 14 


WHEELER, Rosert C. Barker and Wheeler, 36 State St., 


Wueeter, Wituiam. Consulting Civil Engr., 14 Beacon St., 
WuippLe, Grorae C. Cons. Engr., Pierce Hall, Harvard Uni- 


WHIPPLE, Metvitte C. ‘Instructor in Sanitary Chemistry, 

112 Pierce Hall, Cambridge, Mass..................... 
Waite, C., C.E. 
Waite, Henry M. Supt., Water Works, Oneida, N. Y....... 
WHITEHOUSE, Orvittz M. Supt. Filtn. Dutchess Bleachery, 

eee x, C.M. Supt. City Wtr. and Lt. Dept., Mt. Airy, 
Wuirman, Ezra B. Civil and Sanitary Engr., 1828 Munsey 

Warrsit, Lawrence C. City Engineer, 110 California Ave., 

Wuittaker, H. A. Director, Division of Sanitation, State 

Board of Health, Minneapolis, Minn.................. 
Wierters, A. H. State San. Engr., Waubay, S. D........... 
H. Cons. Engr., 50 Church St., New York, 
Wicuat, H.C. P.O. Box 968, Dayton, Ohio................. 
G., C.E. 66 Pierson Road, Maplewood, 


Witcox, Frank L. Cons. Engr., Chemical Building, St. 


Witcox, Wiiuram F., M.E. 1206 Fourth Natl. Bk. Bldg., 
Witzs, C.W. Mgr. Water Works, Delaware, Ohio.......... 
Wituetm, E. G. Secty-Treasr., Williamsport Water Co., 
ana yor Chief Engr. East Bay Water Co., Oak- 


WILL, Cuartes K. Supt. Water Works, 118 S. Queen St., 
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June 11, 1902 
July 14, 1923 
Oct. 14, 1922 
Apr. 24, 1919 


May 5, 1913 
Jan. 20, 1922 


Mar. 16, 1922 


Apr. 24, 1922 
Dec. 21, 1922 


July 24, 1911 
Mar. 17, 1916 


Apr. 10, 1922 
June 19, 1914 


June 15, 1898 
July 15, 1915 


Oct. 23, 1914 
July 10, 1906 
June 7, 1904 
May 24, 1922 
Apr. 3, 1919 
June 13, 1921 
Apr. 19, 1910 
May 7, 1917 


June 24, 1913 
Nov. 14, 1921 


May 24, 1922 
May 12, 1915 


Apr. 27, 1910 
Apr. 28, 1914 


Apr. 15, 1910 
May 17, 1889 


Feb. 15, 1917 
Mar. 25, 1913 
Feb. 19, 1916 


2 
) 
ats 
a 


68 ACTIVE MEMBERS 


Wivarp, ErnestC.,C.E. 307 Corbett Bldg., Portland, Ore... 
GrorcE E. San. Engr., 12 So. Lyons Ave., Albany, 


Mgr. M 
Elect. and Gas Lt. Co., Aurora 


on, Mich. 
Engr. ontinental 

Jewell Fltn. Co., 145 Delevan Ave., Newark, N. J.... 
WILLIAMSON, JAMES E. Cons. Engr., 39 Cortland St., New 


Wivuramson, Lez H. Williamson, Carrol & Saunders, Natl. 


Wittson, Jay. Supt. Water Works, Greenwich, 


M 
Witson, Jessr H.,C.E. City Engineer, Idaho Falls, Idaho. . 
Witson, Joun. 300 First Natl. Bank, Duluth, Mi 
Witson, Norman McLeop Ramsay. Chf. Engr., Water 
Comnrs., Brantford, Ont., 
Witson, Paut M. Comnr. Water Works, Jackson, Tenn..... 
Witson, Ropney C. Supt. Water Works, Rockford, Ill...... 
Witson, Wituiam. Civ. and Cons. Engr., 209 Lincoln Ave., 
WINGFIELD, Nisspet. Consulting Engr., Augusta, Ga........ 
Winstow, C.-E.A. Yale Medical School, New Haven, Conn.. 
Winstow, W.H. Vice Prest. Superior W., Lt. and Pr. Co., 
WINTERMOUTE, FerDC.,C.E. 404Second National Bank Bldg., 


re E. Supt. Bd. of Water Supply, Mount Vernon, 


Water Co., 506 State St., East St. Louis, Ill 
Wotre, Tuomas F. Resrch. Engr., Cast Iron Pipe Pub. Bur. 
566 Peoples Gas Bldg., Chicago, Ill.................. 
San. Engr., 16 West Saratoga St., Baltimore, 
Wotrman, J. J.,C.E. Taylor & Woltman, 225 Unity Bldg., 
Bloomington, IIl 
Woop, Epwarp R., Jr. Prest. and Treasr. Tampa Water 
Works Co., 401 Chestnut St., Philadelphia, Pa........ 
Woop, Watter. Pres. Millville Water Co., 400 Chestnut St., 


Woops, Ciark. Civ. Eng., c/o Guaranty Trust 


Woo.tro.k, Henry E. Supt. Water Works, Danville, Ky.... 
Woottey, James. Meter Laboratory Chf., 135 4th St., 


Wonnett, M.L. Engr. and Mgr. City Wtr. Wks., Vicksburg, 


Wriaut, E. L. Superintendent, Municipal Water Works, 
Orland, Glenn Co., Calif 
Wriaut, Joun G. Engr. and Filter Operator, 312 Lincoln 


Oct. 10, 1914 


Apr. 7, 1922 
Apr. 28, 1915 


Sept. 21, 1918 
May 18, 1923 


July 10, 1906 
Aug. 24, 1894 


Jan. 16, 1923 
Jan. 20, 1921 
May 5, 1922 
June 7, 1916 
Sept. 21, 1922 
Feb. 8, 1918 
Dec. 22, 1909 
Dec. 26, 1919 
June 21, 1920 
June 138, 1921 - 
Dec. 16, 1919 
Dec. 9, 1910 
Jan. 30, 1915 
June 8, 1909 
Dec. 16, 1922 
May 23, 1923 
May 26, 1916 
Apr. 24, 1922 
Mar. 16, 1922 
Mar. 11, 1918 
May 20, 1923 
Apr. 3, 1916 
June 7, 1904 


Aug. 14, 1919 
May 22, 1912 


June 21, 1920 
June 24, 1903 
June 20, 1922 
June 30, 1922 


J. F. Supt. City Water Dept., Billings, Mont...... 
Witurams, D. M. Cons. Engr., Durham, N.C.............. 
Witurams, GARDNER 8S. Cons. Engr., Cornwell Bldg., Ann 
poe Witson, I. E. Wtr. Commissioner, City Hall, Faribault, 
a Wintaens, Peter J. Supt. Wtr. Wks., 1201 Fifth Ave., Ford 
ee Wotrr, Epwarp E. Chemist, E. St. Louis & Interurban 
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Wricut, Stantey Husert., H.E. Hendersonville, N. C.. 

WROBLEWSKI, STANISLAW. Prof. San. Eng., State School of 
Hygiene, Chocimska, St. 2, Warsaw, Poland........... 

Wyckorr, Cuartes Rapetye. Cons. Engr., 150 Nassau St., 


Wynne-Roserts, R. O. 102 St. James Chambers, 88 Church 
8t., Toronto, Ont., Canada....... 


Yosst ge B. Supt. Cons., 1884 Lumbard St., Fort Wayne, 
Youna, T. L. Mgr. South Side Water Works Co., Chester, 


Youne, Wm. R. Registrar Water Works, City Hall, Mimne- 


Zenr, VratisLav M.E.,C.E. Cons. Engr., Brandys 
"Labe, 
ZIMMERLIN, HarrrF. Supt. of Water, 


July 13, 1923 
May 21, 1923 
Apr. 2, 1918 
June 24, 1903 


Mar. 6, 1923 
June 13, 1921 
June 1904 
Apr. 1, 1918 


ay 23; 1923 
June 3, 1921 


: 
14 
122 
15 
18 
23 
06 
04 
23 
21 
| 
; 
% 


CORPORATE MEMBERS 


Aava Pura Co. 701 Douglas Ave., East Las Vegas, N. M.. 
ALEXANDRIA WaTeR Co. Alexandria, Va................... 
ALLENTOWN WATER DEPARTMENT. City Hall, Allentown, Pa... 
AMERICAN: WATER WorKS AND Euecrric Co., Inc. Mr. H. 
Hobart Porter, Prest.,50 Broad St., New York, i 
Anaconpa Copper Minina Co. Water Works Dept., Ana- 
Ann Water Works Commission. City Hall, Ann 
Arbor, Mich 
APPLETON WatEeR Comn. City Hall Appleton, Wis....... 
AsHLAND Water Commission, Mr. E. C. Means, Chrm., 
AUBURN WaTER DepaRTMENT. Auburn, New York........... 


City Hall, Canton, Ill.............. 
oRKs, 14 George 
Citizens Water Suprpty Co. Elmhurst, Long Island, N. Y. 
CoLuMBIA WATER AND Liaut Co. Columbia, 
ConsERVATIVE WaTER Co. 8619 Fir St., Los Angeles, Cal.... 
Cornine Water Works. Corning, N. 


CANTON WATER WorRKS. 
CHARLESTON COMMISSIONERS OF PUBLIC 
St., Charleston, S. C 


Davenport WaTER Co. Davenport, Iowa................... 
Water Commn. O. W. Blanchard, Supt. Delevan, 


Dover WaTER Commissioners. Jos. V. Baker, Clerk, Dover, 
Dusvagur City Water Works. J. W. McEvoy, Supt., 


Eaates Mere Water Co. 330 PineSt., Williamsport, Pa.... 
East Bay Water Co. Oakland, Cal 
East ORANGE BoarRp oF WATER CoMMISSIONERS. 

WaTER Boarp. Elmira, N. 
WaTER Works. 701 French St., Erie, Pa. 
EVANSVILLE WaTeR Works. Evansville, Ind................ 


AND TractionCo. 52 William St., New York, 


May 24, 1909 
Apr. 3, 1909 
May 31, 1922 


June 24, 1915 
June 4, 1910 


Apr. 14, 1919 
Aug. 23, 1921 


Apr. 10, 1923 
ar. 8, 1911 


Apr. 13, 1914 
Nov. 14, 1922 
Oct. 4, 1917 


May 29 1920 
May 26, 1909 
Feb. 28, 1923 
May 15, 1914 


June 9, 1921 
Oct. 14, 1914 
May 23, 1912 
Jan. 30, 1911 
Apr. 30, 1918 

ov. 3, 1919 
Apr. 9, 1913 
July 7, 1919 


June 10, 1923 
May 21, 1919 


May 22, 1918 
May 13, 1919 


Apr. 10, 1914 
June 24, 1915 


Aug. 14, 1909 
Mar. 11, 1915 
May 31, 1911 
May 7, 1909 


Mar. 8, 1920 


| 

Baton Water Works Co. Baton Rouge, La........ 

Bear Guicn Water Company, Menlo Park, Calif.......... 

oe: Bret Arr WaTER AND Licut Co. Of Harford Co., Bel Air, Md.. 
i Benicia WaTERCo. J.A. Wilcox, Chf. Engr., 603 Wells Fargo 
Bidg., San Francisco, 

BrrMIncHAM WaTER Co. 22 Elizabeth St., Derby, Conn..... 

BRAMPTON WaTER CoMMISSION, Ont., Canada.... 
ae BRANTFORD WaTER ComMISSIONERS. Brantford, Ont., Canada 
: BurraLo, Bureau of Water, 2 Municipal Bldg., Buffalo, 

DeminG WATER Dept. Deming, N. 
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Fonp pu Lac City Water Dept. J. J. Breister, Supt., Fond 


Ripce Water DEPARTMENT. William Dewar, Supt., 


Boarp or WATER Commissioners. Glens Falls, 
GunnpaLe Pusiic Service DEPARTMENT. 575 Broadway, 

Glendale, Cal. 
Granp Merz Water Boarp. Grand Mere, P. Q., Canada.... 
Granp Rapips DeparRTMENT oF Pusuic Service. Grand 

Green Bay Water Dept. James Church, Supt., Green Bay, 


Water Co. Hopkinsville, Ky................ 
Hor Sprinas Water Co. Hot Springs, 


InpusTRIAL Service Corpn. or Va. 7150 DuPont Bldg., 

INTERSTATE Pus.ic Service Co., New Albany, Ind.......... 
Inonwoop Water Dept. Dow I. Sears, Ironwood, Mich.... 


Water Commissioners. City Hall, Kansas 
Kennesec Water Dist. Mr. George K. Boutelle, Treasr., 
Kentucky Strate Boarp or Heattu. F. C. Dugan, Detr. 
Bur. San. Eng., 532 W. Main St. Louisville, Ky ae 
Kinesport Utiuities, Inc., Kingsport, Tenn................ 
KItcHENER WaTER COMMISSION. itchener, 
IXNOXVILLE WATER Dept. Knoxville, Tenn. . 


Laxe Cuares Rattway, Licut WATER Works Co. Lake 

LerspurG MuniciPAL Paawut, Leesburg, FIR. . caw 
LEWISTOWN-REEDSVILLE WATER Co., ewiston, 
Lincotn Crry Water Lra. Dept. City Hall, Lincoln, 


Lonpon Pusuic Utiuities Commission. London, Canada.... 
Lorain Water Works. Lorain, 
Los ANGELES Bureau or WaTER WorKS AND Suppty. Box 


Lovtsvitte WaTER Co. 435 So. Third St. , Louisville, Ky... 


Mauontna Vattey Water Co. Jas. J. McNally, Scty. and 
Matmo Byaanapskontor. Alfred Jerden, Chf. Engr., 
Marron Water Co. George Whysall, Supt. Marion, Ohio. . 
MassILton Water Suprty Co. Watson A. Dark, Supt., 


ARTESIAN WATER Dept. Memphis, Tenn......... 
Bp. WaTER Supply AND SewaaeE. 341 Pitt St., 
METROPOLITAN UTiLiTIES District. Omaha, Neb......... 
MIcuIGAN State Boarp or HEALTH Lansing, 
MIDDLETOWN WateR Works. J. W. Mylchreest, Supt., 


MINNEAPOLIS COMMITTEE ON WATER WorKsS. Wm. R. Young, 
Registrar, Minneapolis, 
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May 22, 1919 
Oct. 27, 1922 


Oct. 24, 1918 


Dec. 24, 1914 
June 21, 1920 


Feb. 14, 1913 
Nov. 3, 1914 
Apr. 23, 1915 

ar. 8, 1920 


Feb. 22, 1922 
Feb. 10, 1910 
May 17, 1923 


Feb. 8, 1915 
May 12, 1908 


Feb. 5, 1915 
18, 1921 
Feb. 17, 1920 
May 23, 1923 


Apr. 29, 1910 
Jan. 13, 1922 
May 14, 1922 


Mar. 6, 1919 
Apr. 9, 1909 
July 14, 1916 
Apr. 18, 1910 
Apr. 9, 1909 
July 26, 1916 


July 23, 1921 
Mar. 3, 1917 


June 8, 1921 
Apr. 2, 1909 
Aug. 31, 1909 
Apr. 28, 1912 
July 13, 1917 


June 8, 1921 
Jan. 11, 1916 


17, 1920 


June 


|_| 
4 
ee 
: 
a 
> 


72 CORPORATE MEMBERS 


Water Department, City Hall, Ill... 
Mount CarMEL WArTER Co. Mount Carmel 
Muscatine WaTeR Trustees. Muscatine, Ia............... 


New Castie Boarp or Water & Ligut Comn. John Ries, 
Prest., 407 Delaware St., New Castle, Del............. 

New Jersey Dept. CONSERVATION AND DEVELOPMENT. 
H. T. Critchlow, H. E., State House, Trenton, N. J.. 

ian ‘ Y. James H. Baker, Village President, Nunda, 


OsweGo DEPARTMENT OF WaTER. Oswego, N.Y............. 
Owrao Water Works Co. Owego, N. Y 


Pennicnucx Water Works. 11 High St., Nashua, N.H..... 
UTitities Commission. Waterworks De- 
pan: 253 Hunter St., Peterborough, Ont., Canada. 
Pine Buiurr Co. J. L. Longino, Secty., Pine Bluff, Ark.. 
PortLaNnp Dept. or Pusuic UTILities. Room 302, City Hall, 
PovuGHKEEPSIE Boarp or PusLic Works. Water Department, 
Pusuic Service Co. or No. Inu. 72 W. Adams St. , Chicago, 


RaymMonp WaTeR DeparRTMENT. L. D. Kelsey, City Engr., 
Reapine Dept. or Parks Pusuic Property. D. E. 
Dampman, Supt., City Hall, Reading, Pa............... 
Rome DeEparRTMENT OF PusLic Works. Bureau of Water, 


Lake Ciry Wrr. Dept. 

San Jose WaTeR Co. San Jose, 
Sanpusky, Cityor. Sandusky, O 
Gas AND Co. 


SEA & Victniry Wrr. Comn. 
Point Pleasant, Monroe Co., N. Y..............00000: 
SuHaron WATER Works Co. 24 So. Dock St., Sharon, Penna.. 
or WatTeR Comnrs. City Hall, Sheboy- 
Suerrit-Kenwoop Water Comyn. Stephen R. Leonard, 
Souru Easton Water Co. 102 South Third St., Easton, Pa.. 
SouTHEeRN Lr. anp Pr. Co. Compton Bldg., 
SrokaNeE SUPERINTENDENT WaTeR Drviston. Room 303, 
Sr. Marys Boarp or Water, Liaut anp Heat Comn. Box 
St. THomas Water CoMMISSIONERS. 


SuBURBAN WaTER Co. oF County. Verona, Pa... 
Syracuse Bureau or Water. Syracuse, N. Y.............. 


TAXPAYERS MuNICcIPAL WATER WorKs. 
Totowa, Borovuau or. Totowa, N. J 


Jan. 29, 1916 
May 7, 1904 
May 9, 1921 
May 6, 1922 
Jan. 26, 1922 
Sept 21, 1922 


1, 1921 
16, 1914 


Oct. 30, 1914 


May 2, 1911 
May 18, 1904 


Dec. 17, 1917 


Dec. 11, 1922 
June 10, 1911 


June 
Apr. 


2 1923 
20, 1916 
25, 1922 
Apr. 12, 1904 
Feb. 17, 1920 
Apr. 21, 1913 
9, 1921 
June 3, 1912 


Feb. 23, 1920 
Apr. 10, 1922 


June 21, 1920 


Apr. 24, 1921 
Dec. 5, 1915 


Mar. 26, 1920 
Apr. 5, 1912 
Nov. 3, 1919 

pr. 11, 1909 
11, 1918 
Apr. 10, 1909 
Jan. 16, 1923 


May 10, 1909 
Oct. 20, 1920 


Apr. 
Mar. 
Apr. 


Creston, Iowa....... 
ree 
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TRENTON WaTER Works. Trenton, 
TroTTer WateR Co. C. L. Farson, Supt.,Uniontown, Pa... 
TruckEE River PowEeR Co. Reno, 


URBAN Ng Suprty Co. Maurice and Borden Ave., Mas- 
UTREcHTSCHE WATERLEIDING. Maatschappij, Utrecht, 15 
Predikheerenkerkhof, Holland. ............. 


Vinton-Roanoke Water Co. Francis W. Collins, Cons. 
Engr., 452 Lexington Ave., New York, N. Y........... 


Waco Water Works. City Hall, Waco, Texas............... 
Wanrawa Water Co., Ltd. Wahiawa, Oahu, T. H.......... 
WATERTOWN WaTER Works. Watertown, N. Y............+. 
We.ianp Boarp or Water Comn. C. R. Hagan, Chmn., 

West CuesTerR, Borovan or. West Chester, Pa............. 
West Newton Water Co., West Newton, Pa................ 
West Va. WaTeR AND Etxctric Co. A.C. Babson, V. P. and 


Western New York Water Co. 704 Electric Building, 
Waite Deer Mountain Water Co. 114 South Front St., 


Waire Prarins Dept. or Pustic Wxs. Wm. H. Lyon, Comr. 

in charge of Water Works, White Plains, N. Y......... 
WILuiamsport WaTER Co. 330 Pine St., Williamsport, Pa.... 
Winpsor Water Commisstoners. Windsor, Ont............ 
WINNETKA, VILLAGE oF. Winnetka, Ill..................... 
Winona Boarp or MunicipaL Works. Winona, Minnesota. 


Younastown City Water Derr. H. F. Kaercher, Supt., 
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May 8, 1909 
July 26, 1921 
Feb. 4, 1913 
Oct. 20, 1912 


Nov. 9, 1922 


Dec. 3, 1904 


Apr. 16, 1910 
Apr. 20, 1923 
June 8, 1909 


May 7, 1920 
June 15, 1922 
May 24, 1922 
Sept. 4, 1911 
Apr. 15, 1913 
July 31, 1916 
July 31, 1916 
Apr. 15, 1907 
Feb. 19, 1923 


June 21, 1909 
Dec. 11, 1922 


June 10, 1919 


‘ 
BS 
04 
21 
22 
22 
21 
l4 
4 
1 
4 
7 
2 
1 
5 


ASSOCIATE MEMBERS 


Apams, Ler F. El. Engr., Pwr. and |, Eng. Dept., Gen- 
eral Electric Co., chenectady, 
ALBERGER Pump and ConpENSER Co. 140 Cedar St., New 
Auuis-CuaLtmers Mra. Co. Milwaukee, Wis................ 
AMBURSEN ConstrRUCTION Co., Inc. Grand Central Terminal 
American Brass Co. Sales Dept., Waterbury, Conn........ 


AMERICAN Pipz Constn. Co. 112 N. Broad St., 
AMERICAN STEEL AND WirE Co. Chemical and Color Dept., 
208 South LaSalle St., Chicago, Ill................... 
AMERICAN WATER SOFTENER Co. high Ave. & Fourth St., 
AMERICAN Wei Works. Aurora, Illinois................. 
AND Co., Inc. 61 Broadway, New York, 


meee Meter Mra. Co. 841-7 Thirtieth St., Milwaukee, 
Bayarp, M. L. Prest., 20th St. & Indiana Ave., Phila- 
Bircu Co. 1521-1523 Sedgwick St., Chi- 
Bovurson Copper AND Brass Works Co. 618 E. Front St., 
Bow.er Founpry Co. 1688 Columbus Road, Cleveland, 


Buckeye Traction Ditcuer Co. D. C. Royce, Sales and 

BurraLo Meter Co. 2917 Main St., Buffalo, N. Y........... 
Buitpers Iron Founpry, 9 Codding St., Providence, R. I... 
Byers, A.M.,Co. 235 Water St., Pittsburgh, Pa............. 


CanaDIAN Enarineer. Church and Court Sts., Toronto, Ont., 


Cain Bett Co. R. A. Corbett, Sales Dept., Milwaukee, 
CHapMAN VALvE Mra.Co. Indian Orchard, Mass........... 


Cuase Meta Works. 236 Grand Street, Waterbury, Conn. 
Cuicaco Bripce aNp Iron Co. 608 South Dearborn St., 


June 1, 1921 


Apr. 15, 1911 
June 24, 1905 


Jan. 29, 1921 
Aug. 10, 1922 
July 18, 1907 
May 25, 1918 
May 12, 1908 
May 9, 1916 
May 1, 1909 
June 24, 1903 


July 14, 1923 
Mar. 21, 1923 


Nov. 21, 1913 
Dec. 13, 1920 


June 8, 1904 
Mar. 31, 1922 
May 11, 1916 


May 31, 1916 
June 24, 1903 
Apr. 10, 1920 
Apr. 16, 1884 
Sept. 21, 1922 


June 15, 1908 


MERICAN UAST LRON FIPE UO. irmingham, 
— AmeERICAN City. 443 Fourth Ave., New York, N.Y........... 
ae AMERICAN Founpry AND Mra. Co. 10th, 11th, Hebertt and 
Wright Sts., St. Louis, 
ee AMERICAN MANGANESE Bronze Co. Holmesburg, Philadel- 
iss Art Concrete Works. Mfrs. Meter Boxes, P. O. Box 417, P| 
Apr. 17, 1884 
ae .. July 6, 1922 
May 26, 1920 
June 27, 1905 
ce June 18, 1901 
ae June 15, 1921 
ae CENTRAL FounpRY Co. Liggett Bldg., 41 E. 42nd St., New 
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Crakk, H.W.,Co. 115 South 17th St., Mattoon, Ill........... 
mS B., AND Sons, Harrison and Franklin Sts., = 


Co. Newburgh, 
Cotorapbo Furet AND Iron Co. Denver, 
Iron Works. Chattanooga, Tenn............... 
Cook, A. D., Inc. Manfacturer of Deep Well Pumps and 
Strainers, Lawrenceburg, Ind.. 
ania & Brass Researcu Assn. 25 Broadway, New York 
Corrietp, ALBERT RicHarp. Giru, via Townsville, No. 
Couprovan, ANTHONY CaracarT. Bengal Club, Calcutta, 


Daruine VALVE AND Man’ra. Co. Williamsport, Penna..... 
Darron-Dowp Co. Quincy, 
De Lavat Steam Tursinge Co. H. L. Watson, Sales Mgr., 
Digestive FERMENTS Co. 920 Henry St., Detroit, Mich..... 
Drxon, JosepH, CrucisteECo. Jersey City, N. J............ 
Dona.pson Iron Co. 
Dravo-Dorte Co. J. D. Berg, Vice- Prest., Diamond Bank 
Dresser, 8S. R., Mra. Co. Mfgr. Pipe Couplings and Sleeves, 
DRUMMOND, AND Co., Lrp. Toronto, Ont., Canada. 
pu Pont DB ’Nemours, E.I.&Co. W.E. Donohoe, Sales Mgr., 
3500 Grays Ferry Road, Philadelphia, Pa.............. 


Fast Jersey Pipe Co. 7 Dey St., New York, N.Y........... 
Epson Manuracrurine Corp. 375 Broadway, Boston ‘11’, 


Vatve Co. Waterford, N.Y... 
Gas Co. 18 East 41st St., New York, 
Exvuiorr-Fisher Co. Edw. A. Norman, Sales Mgr., 342 

Madison Ave., New York, N. Y..........-...00eeeeee 
ENGINEERING News-ReEcorpD. 10th Ave. at 36th St., New 

ENarneenina AND CoNTRACTING. 221 E. 20th St., Chicago, 


Farnan Brass Works Co. 1104 Center St., Cleveland, ga 
Feprrat Meter Co. 838-844 Fourth Ave., Brooklyn’ N. 
Feuix, P. Dist. Mgr. Dravo-Doyle Co., 1532 
mercial Trust Bldg., Philadelphia, Pa.................-+ 
Fire anp Water ENGINEERING. 318 West 39th St., New 
Fisuer, Georce E. Manager, Canadian Brass Company Ltd. 
Forp Meter Box Co. Wabash, 
Fox, JoHn, anDCo. 233 Broadway, New York City, N. Y.. 


Gamon Meter Co. Newark, N. 
Gpnerat CuemicaL Co. 112 West Adams St., Chicago, IIl.. 
Gittesriz, T. A. Chrmn. T. A. Gillespie Co., 7 Dey St., 
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May 12, 1908 
Apr. 27, 1885 
May 2, 1922 
May 21, 1922 
Apr. 17, 1914 
June 7, 1897 
Apr. 4, 1910 
June 14, 1914 
Aug. 28, 1923 


Mar. 25, 1922 


July 10, 1906 


May 31, 1918 
May 13, 1918 


May 18, 1892 
May 23, 1923 


June 9, 1920 
June 28, 1919 
Apr. 14, 1922 
June 15, 1922 
May 12, 1908 
June 8 1909 
May 19, 1920 
May 12, 1908 
June 11, 1902 


June 7, 1904 


/OCHRANE CORPN ».5. 3146 i/to St., Philadelphia, 
921 
911 
905 
21 
)22 
18 
May 12, 1908 ca 
08 July 5, 1922 bs 
16 Nov. 23, 1917 a 
Mar. 26, 1923 = 
9 May 8, 1915 
Nov. 23, 1917 BaP 
3 
May 12, 1914 wags 
3 June 7, 1904 pee 
Mar. 5 1921 —_ 
3 
May 12, 1908 aie 
p 
{ Mass. .. Mar. 21, 1923 Ae 
June 26, 1886 
2 
Apr. 2, 1913 ; 
Apr. 30, 1923 5 


76 ASSOCIATE MEMBERS 


GLAMORGAN Pipe anp Founpry Co. Lynchburg, Va......... Nov. 6, 1907 
Guauser Brass Mra. Co. Platt Ave. and t 79th St., 

GRINNELL Co., Inc. Cullen L. Korner, Box 336, Charlotte, 

Guriny, W.annL.E. 514 Fulton St., Troy, N. Y............ Apr. 16, 1919 
HankxIN, Francis, AnD Co., Lrp. 598-604 Union Ave., Mon- 

Hersry Mra. Co. South Boston, Mass.............. MWGiken'a « July 14, 1887 
Hooxer Evectrocuemicat Co. G. F. Reale, 25 Pine St., 

INGERSOLL, Rand Co. 11 Broadway, New York City....... Oct. 31, 1922 


INTERNATIONAL FILTER Co. 329-337 25th Place, Chicago, lll... Nov. 3, 1915 


Jenxins Bros., Ltp. 103 St. Remi St., Montreal, Canada... May 20, 1920 
JoHNSON, Epwarp E., Inc. 2304 Long Ave., St. Paul, Minn.. May 17, 1922 
Jones, James, Co. W. B. Jones, Secty., 201 Leroy St., Los 


Corporation. 200 Fifth Ave., New York City, 


Kxiioaa, E H.,annCo. 659-661 Water St., New York, N.Y. July 14, 1887 


Keystone [Ron AND STEEL Works. 2951-3641 Santa Fe Ave., 

LaYNE AND BowteR Co. Memphis, Tenn.................... June 5, 1916 
Leap Linep Iron Pipz Co. Wakefield, Mass................ Oct. 5, 1898 
Leapite Company, Inc. Land Title Building, Philadelphia, 

Lintruicum, E. E. Prest., National Cast Iron Pipe Co., 

Locx Joint Pipe Co. Box 21, Ampere, N.J. Oct. 5, 1015 
LupLtow Vatve Mra. Co. Troy,N. Mar. 5, 1882 
LyncuBurG Founpry Co. Lynchburg, Va..................+ June 6, 1916 
McGowan, JounH.,Co. Second and Central Ave., Cincinnati, 

McWane Cast Iron Pipe Co. Birmingham, Ala........... Apr. 23, 1 
Maass, H.C. Efficiency Engineer, 190 Decadwey, New York, 

Masss Hypravuiic Pacxine Co. 431 So. Dearborn St., 


Tech. Jls., 347 Adelaide St. W., Toronto, Ont.,Canada... June 2, 1920 


MicuicgaAn Vatve & Founpry Co. 3631 Parkinson Ave., 

MopeErn Iron Works. Quincy, Ill...............2.-0eeeeeee June 27, 1905 
Pipe Steet Co. 803 Hobart Building, San 

Morris Macuine Wxs. Baldwinsville, N.Y................ July 31, 1923 
MUELLER, H.,Mroa.Co. Decatur, Mar. 15, 1882 
Mottiptex Mra. Co. Multiplex Bldg.. Berwick, Pa........ May 7, 1916 


Murray Iron Works Co. Burlington, Iowa................ Mar. 6, 1923 


Ane ENNEDY VALVE Mra.Co. M. E. Kennedy, Treasr., Elmira, 
MacL 
MATHIESON ALKALI WoRKS, INc. 25 West 43rd St., New OrKk, 


rw 
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NaTIoNAL Iron Corpn., Ltp. Cherry St., Toronto, Ont..... Oct. 22, 1921 
National Meter Co. 299 Broadway, New York, Mar. 15, 1882 
Nationa Tuse Co. W. L. Schaeffer, 1902 Frick Bldg., Pitts- 
NationaL Water Main Creantne Co. 50 Church St., New 
Netson, Jos. E., anp Sons. Contractors, 3240 S. Michigan 


Neptune Meter Co. 50 East 42nd St., New York, N.Y...... Aug. 22, 1804 
Neptune Meter Co., Lrp. 1195-7 King St. West, Toronto, 

Shi Apr. 2, 1920 
Newark Brass Works. 16-22 Lawrence St., Newark, N. J. May 12, 1923 
New York ConTINENTAL JEWELL FILTRATION Co. P.O. Box A, 


Norta Hupson Cuemicat Co., Inc. Tivoli St., Box 528, 

May 17, 1922 
Norwoop ENGINEERING Co. Florence, Mass................ May 26, 1919 
Parsons, Kuiapp, Brinckernorr & Dovatas. Cons. Engrs., 

84 Pine St., New York, N. Y............... wenivbg kab July 26, 1922 
Payne, Dean, Limitep. Stamford, Conn.................... Mar. 18, 1921 
PENNSYLVANIA SALT Mra. Co. Widener Building, Philadel- 

PermoutirCo. 440 Fourth Ave., New York, N. Y............. Mar. 11, 1914 
PriromMeETER Co. 50Church St., New York, N. Y.............. July 10, 1906 
PirrspurGH MeterCo. East Pittsburgh, Pa................ June 15, 1898 
PirrspurcuH Testina Lasporatory. P. O. Box 1115, Pitts- 

Pirrspurau-DesMornes Pittsburgh, Pa.......... Apr. 14, 1914 
PortLAND CemENT AssocraTION. 111 W. Washington St., 

Pusiic Works. 243 West 39th St., New York, N. Y.......... May 25, 1918 
R.U.V.Company. 7 Burritt Ave., South Norwalk, Conn..... June 6, 1917 
Roperts, Cuartes V. Prest., Roberts Filter Mfg. Co., 


Ross Vatve Mra. Co., Inc. Oakwood Ave., Troy, N. Y..... Apr. 18, 1891 
SANITATION CorPORATION. 165 Broadway, New York, N. Y. Apr. 27, 1915 


Savaacz, W.J., Co. Knoxville, Tenn.............. ay 31, 1919 
StmpLex VALVE AND Meter Co. 5722 Race St., Philadelphia, 

Sims Pump Vatve Co. 2 Rector St., New York, N. Y........ Mar. 23, 1922 
Smita, A. P..Mra.Co. East Orange, N.J..... June 7, 1897 
SouTHEerRN Bauxite Co. P.O. Box 144, Benton, Ark......... Aug. 12, 1922 


Srewarts aND Luoyps. Publications Department, 41 Oswald 


atin die Nov. 29, 1917 
Stitwetit, H. A. Sales Engr., 709 Equitable Bldg., Balti- 

Suttivan Macuinery Co. 122 S. Michigan Ave., Chicago, 

Tartor, W. P., Co. 218 Ellicott Square, Buffalo, N. Y....... Mar. 15, 1882 
THomson Meter Co. 100 Bridge St., Brooklyn, N. Y....... Apr. 15, 1891 


UnprErwoop TyPewriITER Co. 30 Vesey St., New York, N.Y. May 3, 1921 
Union Water Meter Co. 33 Hermon St., Worcester, Mass... Mar. 15, 1882 


) 
STANDARD ASPHALT & REFINING Co. E. W. Krueger, Rm. 806, a 


78 ASSOCIATE MEMBERS 


Unitep Brass Mra. Co. 3844 Hamilton Ave., Cleveland, 


Unirep Concrete Co. 1324 Commercial Trust Bldg., 

Unirep Leap Company. 111 Broadway, New York, N. Y.. . May 12, 1908 
Unirep Srares Cast Iron AND Founpry Co. 1421 

Chestnut St., Philadelphia, Pa...............c.eeee00 June 11, 1892 
VoorneEs Mra. Co. 20-56 Bostwick Avenue, 


WALLACE AND TIERNAN Co., Inc. Box 178, Newark, N.J..... Apr. 23, 1915 
WaRREN Founpry AND Pipe Co. 11 Broadway, New York, 

k ins Mar. 4, 1911 
Water Works Co. Rooms 1950-51, 50 Church 

Waite, J. G., Ena. Corp. 43 Exchange Place, New York, 

Wituiams, Atsert M. Prest. ag Chlorine Co., 

5730 Virginia Ave., Kansas City, Mo.................. May 20, 1923 
Woop, R. D., anp Co. 400 Chestnut Bt, Philadelphia, Pa.. Apr. 16, 1884 
WorrHInaTon Pump AND Macn’y Corp. 115 Broadway, New 


Wycxorr, Amp SonCo. -Himira, N.Y. July 18, 1907 


: 


GEOGRAPHICAL DISTRIBUTION 


ALABAMA 
Active 7; Associate 3; Total 10 


ACTIVE 


Birmingham: Sweet, Totten. 
Fairfield: Decker. 

Mobile: Soost. 
Montgomery: Hazelhurst. 
Muscle Shoals: Mickel. 
Tuscaloosa: Abbott. 


ASSOCIATE 


Birmingham: American Cast Iron 
Pipe Co., E. E. Linthicum Prest. 
Natl. C. I. Pipe Co. McWane Cast 
Iron Pipe Co. 


ARIZONA 
Active 3; Total 3 


ACTIVE 
Ajo: DuMoulin. 
Prescott: Shaw. 
Tucson: Rider. 
ARKANSAS 
Active 4; Corporate 2; Associate 1; 
"Total 7 
ACTIVE 
Helena: 
Little Rock: Bair, Johnson. 
Marianna: LeGendre. 
CORPORATE 
Hot Springs: Hot Springs Water Co. 
Pine Bluff: The Pine Bluff Co. 
ASSOCIATE 
Benton: Southern Bauxite Co. 


CALIFORNIA 


Active 65; Corporate 7; Associate 4; 
Honorary 1; Total 77 
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ACTIVE 


Atascadero: Robinson. 

Berkeley: Hilscher, Hyde, 
Langlier. 

Compton: Parrish, Shepard. 

Fairfield: Goosen. 

Fresno: Jackson, Jensen. 

Hanford: Isaac, Johns. 

Hayward: Smalley. 

Los Angeles: Gates, Finkel, Goudey, 
Lawton, Moore, Rowe, Slater. 

Marysville: Belcher. 

Monrovia: Given. 

Oakland: Farrell, Gillespie, Hawley, 
Hunter, Magerstadt, Reinhardt, 
Wilhelm. 

Orland: Wright. 

Pacific Grove: Ohmsted. 

Pasadena: Allin, Morris. 

Pittsburgh: Costa. 

Sacramento: Jenks, Nickerson. 

Salinas: Snell. 

San Francisco: Abbott, Andrews, 
Barry, Bragg, Clemens, Elliott, 
Ellis, Flaa, Graff, Hommon, 


Klaus, 


Hunter, Kempkey, Lee, Mars, 
Miller, Mohrhardt 6’Shau hnessy, 
Pracy, Sharon, Shibley CE. H.), 


Shibley (K.) 
San Jose: Billwiller. 
San Rafael: Burt. 
Santa Barbara: Trace. 
Stockton: Hall. 
Turlock: Brown. 
Vacaville: Eldredge. 
Whittier: Underwood. 


CORPORATE 
Glendale: Public Service Dept. 
Los Angeles: Bureau of Water Works 


and Supply,Conservative Water Co. 
Menlo Park: The Bear Gulch Water 


Co. 
Oakland: East Water Co. 
San Francisco: Benicia Water Co. 
San Jose: San Jose Water Co. 


ASSOCIATE 


Los Angeles: Keystone Iron and 
Steel Works, James Jones Co. 


: 

: 

‘1 
8 

3 

| 

Tie, 
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Pasadena: Art Concrete Works. 
San Francisco: Montague Pipe and 
Steel Co. 


HONORARY 
Los Angeles: Mulholland. 
COLORADO 
Active 9; Associate 1; Total 10 
ACTIVE 
Colorado Springs: McReynolds. 
Denver: Bartholomees, owther, 


Miller, Rathbun, Robinson, Vail. 
Pueblo: Porter, Stone. 


ASSOCIATE 
Denver: Colorado Fuel and Iron Co. 


CONNECTICUT 


Active 19; Corporate 2; Associate 4 
otal 25 


ACTIVE 

Ansonia: Davis 

Bridgeport: Senior. 

Danbury: Raymond 

Fairfield: Cowles. 

Greenwich: Willson. 

Hartford: Berry, Gadd, Newlands, 
Peck, Saville, Scott. 

New Haven: Bransfield, Glynne, 
Hill, Minor, Winslow. 

Southington: MacKenzie. 

Thompsonville: Schwabe. 

Torrington: Travis. 


CORPORATE 


Derby: Birmingham Water Co. 
Middletown: iddletown Water 
Works. 


ASSOCIATE 
South Norwalk: The R. U. V. Co. 
Stamford: Payne Dean Limited. 


Waterbury: Amer. Brass Co., Chase 
Metal Works. 


DELAWARE 
Active 3; Corporate 2; Total 5 


ACTIVE 


Wilmington: Feeney, Hoopes, van 
Trump. 
CORPORATE 


New Castle: Board of Water and 
Light Co. 


Wilmington: Industrial Service Corp. 
of Va. 


DISTRICT OF COLUMBIA 
Active 13; Total 13. 


ACTIVE 


Washington: Butler, Clark Curtis, 
Everette, Hardy, Holmes, Howell, 
Kay, Lauter, Mendelsohn, Mohler, 
Phillips, Stevens. 


FLORIDA 
Active 13; Corporate 1; Total 14 


ACTIVE 


Daytona: Main. 

Jacksonville: Ahern, Bailey, Gra- 
ham, Parker, Simons, Tyler. 

Miami: Hyman. 

St. Petersburg: Brown. 

Tampa: McFarland. 

West Palm Beach: Dougherty, Rice. 

Winter Haven: Gane. 


CORPORATE 
Leesburg: Leesburg Municipal Plant. 


GEORGIA 
Active 14; Total 14 


ACTIVE 


Atlanta: Clayton, Grimes, Kirk- 
atrick, Norcross, Rapp, Smith, 
ilcox. 

Augusta: Hunter, Mathis, Smith, 
ingfield. 

Columbus: Smalshaf. 

Savannah: Hazlehurst, Valentino. 


IDAHO 
Active 2; Total 2 


ACTIVE 
Idaho Falls: Wilson. 
Lewiston: Wagner. 


ILLINOIS 


Active 106, Corporate 4; Associate 17; 
otal 127 
ACTIVE 


Alton: Miller. 
Aurora: Barclay, Willett. 


BI 
¢ 


AMERICAN WATER 


Bloomington: Woltman. 

Blue Island: Hammond. 

Cairo: Roos. 

Champagne: Amsbary, Bushnell. 

Chicago: Alvord, Bascom, Bemis, 
Birdsall, Burdick, Coughlan, 
Davidson, DeBerard, Doane, Ellis, 
Enander, Engel, Fager, French, 
Gerber, Goldsmith, Goodman, 
Gordon, Greeley, Green, Han- 
cock, Hansen, Hendricks, Jennings, 
Keeler, Knowles, Lucas, McClena- 
han, Maxwell, Mattison, Maury, 
Merckel, Mohlman, Munn, Parsons 
Pearse, Reilly, Rossiter, Shaw, 
Shepard, Shields, Skinner, Stanley, 
Stein, Strang, Tanner, Wade, 
Webster, Wolfe. 

Danville: Ely, Symons. 

Decatur: Carrick, Warren. 

Dixon: Hawley. 

East St. Louis: Horner, Wolfe. 

Edwardsville: Fiesler. 

Evanston: Brower, Wadsworth. 

Freeport: Hutchins. 

Fulton: O’ Rourke. 

Hubbard Woods: Rees. 

acksonville: Stoldt. 

oliet: Dooley. 
Grange: Howson. 

Lincoln: MacDonald. 

Mattoon: Clark, Rue. 

Maywood: Cox. 

Mt. Carmel: Barnard. 

Murphysboro: Farrar. 

Pana: Stanfield. 

Pekin: Lautz. 

Peoria: Crozier, Morgan, Ringness. 

Quincy: Gelston. 

Rock Island: Etzel, Murrin. 

Rockford: Wilson. 

Shelbyville: Chester. 

Springfield: Barker, Bennett, Fergu- 
son, Henry, Miller, Reid. 

Streator: Huggans. 

Dappert. 

Urbana: Babbitt, Buswell, 

Habermeyer, 


Enger, 

Fleming, Talbot, 
Tanner. 

Waukegan: Allen. 


Winnetka: Dames. 
CORPORATE 


Canton: Canton Water Works. 
Chicago: Public Service Co. of Ill. 
Moline: Water Dept. 

Winnetka: Village of Winnetka. 


ASSOCIATE 
Aurora: The American Well Works. 
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Chicago: American Steel and Wire 
Co., Birch Mfg. Co., Chicago 
Bridge and Iron Co., J. B. Clow 
and Sons, Engineering and Con- 
tracting, General Chemical Co., 
International Filter Co., Mabbs 
Hydraulic Packing Co., Jas. E. 
Nelson and Sons, Portland Cement 
Association, Standard Asphalt and 
Co., Sullivan Machinery 


Decatur: H. Mueller Mfg. Co. 

Mattoon: H. W. Clark Co. 

Quincy: Dayton-Dowd Co., Modern 
Iron Works. 


INDIANA 


Active 31; Corporate 2; Associate 2; 
Total 35 


ACTIVE 


Fort Wayne: Yobst. 

Gary: Luscombe. 

Greencastle: Reeves. 

Evansville: Streithof. 

Hammond: Blockie. 

Indianapolis: Brossman, Calvert, 
Davis, Diggs, Garman, Geupel, 
Hurd, Jeup, Jordan (F. C.), Jordan 
(H. E.), Kirk, Long. 

Lafayette: Miller. 

La Porte: Harding. 

North Terre Haute: Blew. 

Richmond: Dill. 

South Bend: Ayres, Toyne. 

Terre Haute: Durbin, 
Taylor. 

Valparaiso: Bradley, Loomis. 

Vincennes: Watts. 

Wabash: Klare. 

Whiting: Bromschwig. 


Gwinn, 


CORPORATE 
Evansville: Evansville Water Works. 
New Albany: Interstate Public 
Service Co. 
ASSOCIATE 


Lawrenceburg: A. D. Cook, Inc. 
Wabash: Ford Meter Box Co. 


IOWA 
Active 39; Corporate 4; Associate 1 
Total 44 


Ames: Levine. 
Boone: Ehrhart. 
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Burlington: Lawlor. 

Cedar Rapids: Bates, 
Holbrook, Mortensen. 

Centerville: Alexander, Stewart. 

Clinton: Chase. 

Council Bluffs: Hart, 
Jensen, Maloney. 

Davenport: Donahue, Henderson. 

Des Moines: Denman, Higgins, 
Kastberg, Luce, Maffitt, Pederson. 

Ft. Dodge: Pray. 

Fort Madison: Kern. 

Iowa City: Ball, Bartow, Hinman, 
Waterman. 

Keokuk: Powers, Ramer. 

Knoxville: Savage. 

Muscatine: Molis. 

Ottumwa: Brown. 

Sioux City: Carlin, Dalton, Gaynor. 

Waterloo: Hendry Shoemaker. 

Webster City: Currie. 


CORPORATE 
Creston: Taxpayers Municipal Water 
Works. 
Davenport: Davenport Water Co. 
Dubuque: Dubuque City Water 
Works. 
Muscatine: Water Trustees. 


Blomquist, 


Etynre, 


ASSOCIATE 
Burlington: Murray Iron Works. 


KANSAS 
Active 7; Total 7 


ACTIVE 


Atchison: Chisham. 
Hutchinson: Quillan. 
Kansas City: Mangun. 
Lawrence: Jeweil. 
Manhattan: Ulrich. 
Topeka: Googins. 
Wellington: Mavity. 


KENTUCKY 
Active 18; Corporate 4; Total 22. 


ACTIVE 


Ashland: Patton. 

Bellevue: Hornung. 

Camp Knox: Horrigan. 

Catlettsburg: Patton. 

Covington: Kingsley. 

Danville: Woolfolk. 

Lexington: Bradley Cramer, (H.) 
Cramer (W. S8.). 

Louisville: Chambers, Long, Love- 
joy, McGonigale, Rudd, Stover. 


Mayfield: Orr. 
Paducah: Burnett. 
Winchester: Attersall. 


CORPORATE 
Ashland: Ashland Water 
mission. 
Hopkinsville: Hopkinsville Water Co. 
Louisville: Ky. Bd. of Hith., Louis- 
ville Water Co. 


Com- 


LOUISIANA 
Active 7; Corporate 2; Total 9 


ACTIVE 


New Iberia: Villermin. 

New Orleans: Earl (G. G.,) Earl, 
(R.), Eastwood, Fowler. 

Shreveport: Amiss, Kahn. 


CORPORATE 


Baton Rouge: Baton Rouge Water- 
works Co. 

Lake Charles: Lake Charles Rail- 
way, Light and Water Works Co. 


MAINE 
Active 13; Corporate 1; Total 14 


ACTIVE 


Bangor: Brown, Powell. 

Biddeford: Burnie. 

Kennebunk: Clarke, West. 

Orono: Everett. 

Portland: Coburn, Graham, Payson, 
West (G. F.), West (V. F.). 

Rockland: McAlary. 

Waterville: Thompson. 


CORPORATE 
Waterville: Trustees Kennebec 
Water Dist. 
MARYLAND 
Active 30; Corporate 1; Associate 1; 
Total 32 
ACTIVE 


Baltimore: Adams, Armstrong, Bay- 
lis, Blohm, Clemmitt, Flack, 
Freeman, Goldstein, Gregory, 
Hopkins, Keefer, Kipp, Megraw, 
Powell, Requardt, Siems, Stroh- 
meyer, Walden, Warren, Whitman, 
Wolman. 
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Cumberland: Fowler. 

Hagerstown: Heard, Ferguson. 

Hyattsville: Devilbiss, Hechmer, Hall, 
Morse, Shaw. 

Riverdale: Owings. 


CORPORATE 


Bel Air: Bel Air Water and Light Co. 
of Harford Co. 


ASSOCIATE 
Baltimore: H. A. Stilwell. 


MASSACHUSETTS 


Active 53; Associate 7; Honorary 1; 
Total 61 


ACTIVE 


Attleboro: Snell. 

Boston: Beene, Barrows, Burn- 
ham, Chase Clark, Fales, 
Finneran, Fisher, Flint, French, 
Foss, Hough, Killam, McInnes, 
Marston, Metcalf, Sherman, 
Spiller, Taber, Thorndike, Weston, 
Wheeler. 

Brockton: Kingman. 

Brookline: Hale. 

Cambridge: Good, Whipple, (G. C.), 
Whipple (M. C). 

Concord: Robinson. 

Fairhaven: Gidley. 

Florence: Ryan. 

Greenfield: Merrill. 

Holyoke: Gear, Tighe. 

Lawrence: Collins. 

Lowell: Safford, Thomas. 

Lynn: Newsom. 

Medford: Dwyer. 

New Bedford: Chase, Drake, Taylor. 

Peabody: Emerson. 

South Boston: Tilden. 

Southbridge: Abbott. 

ban: Symonds. 

Wellesley: Adams. 

West Rozbury: Gow. 

West Somerville: Lacount. 

Williamstown: Mears. 

Worchester: Batchelder, Hoy. 


ASSOCIATE 


Boston: Edson Manufacturing 

Florence: Norwood Engineerin 

Indian Orchard: Chapman Gains 
Mfg. Co. 

Coffin Valve Co. 

South Boston: Hersey Mfg. Co. 


Wakefield: The Lead Lined Iron 
Pipe Co. 


Worchester: Union Water Meter Co. 


HONORARY 
Brookline: Fitzgerald. 


MICHIGAN 


Active 60, Corporate 5; Associate 2; 
Total 67 


ACTIVE 


Ann Harbor: Ayres, Decker, Hoad, 
Holland, Williams. 

Bay City: Reid. 

Cadilac: Webb. 

Coldwater: McQueen. 

Detroit: Barton, Blessed, Br 
Collins, Dow, Fenkel, Gerar y, 
Gould, Grobbel, Hinchman, Hubbell, 
Jones, Leisen, Majeske, Mayo, 
Outzen, Rindelhart, 
Sosnowski ephenson, Sward, 
Ternes, Wahl." allace. 

Flint: Baldwin, ’Buzzell. 

Grand Rapids: Billings, Boyle, 
Sperry. 

Gross Ile: Mitchell. 

Highland Park: Hatfield, Whitsit. 

Holland: Champion. 

Iron Mountain: Croll. 

England, Hatch. 
alamazoo: Libby. 

Lansing: Bulkeley, Sheldon. 

Luddington: Williams. 

Marquette: Johnston. 

Monroe: Brisbin. 

Mt. Clemens: Keils. 

Pontiac: Lenhardt, Monroe. 

Port Huron: Moore, Naumann. 

Rochester: Jackson. 

Saginaw: Eymer, Johnson. 

St. Joseph: Bunks 

Wyandotte: Clark. 


CORPORATE 
Ann Harbor: Water Works Com- 


mission. 

Grand Rapids: Department of Public 
Service. 

Ironwood: Ironwood Water Dept. 

Lansing: Michigan State Board of 
Health. 

Saginaw: Saginaw Water Dept. 


ASSOCIATE 


Detroit: Digestive Ferments Co., 
Michigan Valve and Foundry Co. 
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MINNESOTA 


Active 42; Corpoate 2; Associate 1; 
otal 45 


ACTIVE 


Austin: Todd. 
Babbitt: Mitten. 
Chisholm: Sullivan. 
Crookston: Peterson. 
Duluth: Brockway, 
Wilson. 
Eveleth: Forristel. 
Fairmont: Horne. 
Fairibault: Wilson. 
Gilbert: Connor. 
Hibbing: Forsberg. 
Lake City: Howe. 
Minneapolis: Bass, Brownell, Buck, 
Conaty, Crounse, Elsberg, Janzig, 


Foster, Reed, 


Jensen, Johnson, Lykken, Mc- 
Culloh, Mellen, Raab, Whittaker, 
Young. 


St. Cloud: Borrowman, Seibert. 

St. Paul: Childs, Clancy, Crowley, 
Druar, Feist, Kelsey, McDonald, 
Peter, Routh, Shepard. 

Virginia: Harding. 


CORPORATE 


Minneapolis: Committee on Water 
Works. 
Winona: Board of Municipal Works. 


ASSOCIATE 
St. Paul: Edward E. Johnson, Inc. 


MISSISSIPPI 
Active 4; Total 4 


ACTIVE 


Clarksdale: Pointer 
Mangolia: Mentz. 
Vicksburg: Worrell. 
Winona: Johnson. 


MISSOURI 


Active 43; Corporate 2; Associate 2; 
Honorary 1; Total 48 


ACTIVE 


Clinton: Freiling. 

Hayti: Phillips. 

Independence: Gallagher. 

Jefferson City: Landmann, Putnam. 


Kansas City: Archer, Benham, 
Black, Burns, Byrne, Foreman, 
Gilkison, askins, | Holbrook, 


Learned, McClintock, McDonnell, 
McFarland, Maitland, Merriman, 
Mullergren, Veatch, Wesley. 

Rollo: Ueltzen. 

Sedalia: Andrews. 

Springfield: Pate. 

St. Louis: Allison, Black, Chivvis, 
Cutts, Daily, Day, Flad, Fuller, 
Graf, Henby,  Jutz, Monfort, 
Nelson, Richardson, Toensfeldt, 
Wall, Wilcox. 


CORPORATE 
Kansas City: Water Commission. 


St. Louis: Southern Lllinois Light 
and Power Co. 


ASSOCIATE 


cages City: Albert M. Williams, 

rest. 

St. Louis: American Foundry and 
Mfg. Co. 


HONORARY 
St. Louis: Holman. 


MONTANA 
Active 8; Corporate 1; Total 9 


ACTIVE 


Billing: Willett. 
Bozeman: Cobleigh. 
Butte: Carroll. 
Helena: Foote. 
Kelispell: Lawrence. 
Miles City: Pruett. 
Missoula: Christensen. 
Roundup: Quinnell. 


CORPORATE 


Anaconda: Water Works Dept. 
Anaconda Copper Mining C o. 


NEBRASKA 
Active 10; Corporate 2; Total 12 
ACTIVE 
Lincoln: Bates, Evinger, Letton, 
Tracy. 
Omaha: Barr, Bruce, Knouse, 


Larmon, Prince. 
Plattsmouth: Minor. 
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CORPORATE 


Lincoln: Lincoln City Water and 
Ltg. Dept. 
Omaha: Metropolitan Utilities Dis- 

trict. 


NEVADA 


Active 1; Corporate 1; Total 2 
ACTIVE 
Reno: Campbell. 


CORPORATE 
Reno: The Truckee River Power Co. 


NEW HAMPSHIRE 
Active 4; Corporate 1; Total 5 


ACTIVE 


Concord: Howard, Storrs. 
Hanover: Holden. 
Manchester: Mendell. 


CORPORATE 
Nashua: Pennichuck Water Works. 


NEW JERSEY 


Active 90; Corporate 8; Associate 9; 
Total 107 


ACTIVE 


Atlantic City: Van Gilder. 
Belleville: Pratt. 
Boonton: Breitzke. 
Bound Brook: Downes, Smith. 
Bridgeton: Fredrick. 
Burlington: Buzby, Conard. 
Camden: Fithian, Jones, Long. 
Clifton: Mahony, Scacciaferro. 
Collingswood: Borden. 
East Orange: Donnelly, 
Roper, Snyder, Klein. 
Elizabeth: Booth, Radcliffe, Town- 


ley. 
Glen Ridge: Brooks. 
Harrison: Matte. 
Hoboken: Anderson 
amesburg: Foersterling. 
fae City : Corbin, Fischer, Mauzy., 
van Keuren. 
Lakewood: Borden. 
Little Falls: Coleman, Green. 
Maplewood: Wigley. 
Merchantville: Rudderow. 
Middlebush: Mallalieu. 
Montclair: Knox. 


Halpin, 


Moorestown: Bishop. 

New Brunswick: Atkinson, Jones, i. 
Lendell, Morris. 

Newark: Baldwin, Foulks, Judson, , 
Kappler, Mowry, Mueller, Orchard, 
Pratt, Rosentreter, Sanzenbacher, 
Scherer, Scholz, Sherrerd, William- 
son, Woolley. 

Oak Ridge: Bank. 

Orange: Luthy. 

Passaic: Hopper. 

Paterson: Cook, Cuddeback, Ed- 
wards, Harder, King, Ryle, Towle. 

Perth Amboy: Mason. 

Plainfield: Gavett. 

Pleasantville: Herr, Trumbore. 

Princeton: Eldridge. 

Ridgewood: Carr, Simonds. 

Riverton: Buck, Showell. 

Roselle Park: Crane. 

Rutherford: Tygert. 

Short Hills: Kohout. 

South Orange: Nolan. 

Spring Lake: Besselievre. 

Summit: Bassett, Kimball. 

Upper Montclair: Goodell. 

Weehawken: French, Miller, Parker, 
Talbot. 

West Orange: Glannan. 

Woodbridge: Mundy. 


CORPORATE 


Camden: The Stockton Water Co. 
Dover: Dover Water Commissioners. 
East Orange: Board of Water Com- 
missioners. 
Glen Ridge: Glen Ridge Water Dept. 
Millville: Milville Water Co. 
Totowa: Borough of Totowa. 
Trenton: N. J. Dept. Conservation 
and Development, Trenton Water 
Works. 


ASSOCIATE 


Ampere: Lock Joint Pipe Co. 
~~ Orange: The A. P. Smith Mfg. 


0. 
Jersey City: Joseph Dixon Crucible 
Co., Voorhees Rubber Mfg. Co. 
Newark: Newark Brass Works 

Gamon Meter Co., Wallace and 
Tiernan Co., Inc. 
Nutley: New York 

Jewell Filtration Co. 
— DeLaval Steam Turbine 
0. 


Continental 


NEW MEXICO 
Active 1; Corporate 2; Total 3 
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ACTIVE 
Cimarron: Alpers. 
CORPORATE 
Deming: Deming Water Dept. 
East Las Vegas: Aqua Pura Co. 
NEW YORE 


Active 228, Corporate 20; Associate 
51, Honorary 1; Total 300 


ACTIVE 
Albany: Holmquist, Horton, O’Mal- 
ley, Schwartz, Suter, Wachter, 


Wells, Wheeler, Willcomb. 
Amsterdam: Dwyer. 
Avon: Clark. 
Brockport: Ross. 
Brooklyn: Aeryns, Armstrong, Blei- 


Hendrick, Lott, Metcalf, Verte- 
feuille. 
Buffalo: Ames, Andrews, Bassett 


(C. K.), Bassett (G. B.), Boyle, 
Chambers, Fitzgerald, Diehl,Grotz, 
Nussbaumer, Huy, Parsons, Schrie- 
ber, Spire, Wagner, Watters. 

Cambridge: Norton. 

Canandaigua: Douglas. 

Cedarhurst: Lord. 

Corning: Drake. 

Cortland: Maxon. 

Douglaston: Brooks. 

Eagle Bay: Weller. 

East Rochester: Babcock. 

Elmira: Jones. 

Far Rockaway: Bettes, 
Stearns. 

Franklin: Jenkins. 

Freeport: Bartram. 

Geneseo: Meeker. 

Gloversville: Orr. 

Greenwich: Greenalch. 

Herkimer: Clark. 

Hudson Falls: Reid. 

Ithaca: Chamot, Georgia, Seery, 
Warrick. 

Jamestown: Hapgood, Swanson. 

Katonah: Coffin. 

Little Falls: Feeter. 

Long Island City: Ankener, Keogh. 

Lynbrook: Donaldson. 

Lyons: Zimmerlin. 

Mamaroneck: Duffy. 

Manhasset: Hoag. 

Medina: Howell. 

Merrick: Spear. 

Mt. Kisco: Sawin. 


Durland, 


Mt. Vernon: Havill, Wolbert. 

New Rochelle: Applebaum, Hoff- 
master, Kemble, Mac Namee, 
Reynolds. 

New York: Adams, Bachman, Baker, 
Baldwin, Barnes, Barns, Berry, 
Beyer Biggs, Bird, Blaisdell 
Blanchard, lossom, Bowe, Brush, 
Bull (C. H.), Bull (I. C.), Butten- 
heim, Carstein, Case, Cleveland, 
Cleverdon, Cole, Coulter, Culyer, 
Dennett, Diven (J. M.), Diven (J. 
M., Jr.), Dowd, Duggan, Dunham, 
Dunlap, Everett, Ferguson, Finlay, 
Flinn, Folwell, Fuertes, Fuller, Ger- 
hard, Hansen, Harding (J. C.), 
Harding (J. C., Jr.), Hazen, Hill, 
Hoag, Hoagland, Hodgman, Hogan, 
Jackson, Jacobs, Johnson, John- 
stone, Jones, Kienle, Krieg- 
sheim, Ledden, McKay, Manahan, 
Merriman, Meyerherm, Milholland, 
Nelson, Pincus, Pirnie, Potter, 
Potts, Provost, Rodman, Sanborn, 
Scott; Smith, (J. W.), Smith (M. 
H.), Stevens, Stewart, Tainter, 
Tribus, Tuttle, Vermeule, Watson, 
Wells, Wiggin, Williamson, 
Wyckoff. 

Newark: Scarth. 

Newburgh: Clark, Gilchrist, Howes, 


Mapes. 

Niagara Falls: Dignan, Moyer, 
Reisweber. 

North Tarrytown: Helling. 

North Tonowanda: Batt. 

Norwich: Ames. 

Lord. 

Oneida: White. 

Ossining: Bedell. 

Oswego: McCaffrey. 

Poughkeepsie: Gibbons. 

Renselaer: Claflin. 

Rochester: Baker, Bliven (G. H.), 
Bliven (M. H.), Cripps, Dewey, 
Fisher, Hopkins, Little, Matthews, 
Story. 

Scarsdale: Henshaw. 

Schenectady: Devendorf, Lewis. 

South Nyack: Kendall. 

Southampton: VanBrunt. 

Stapleton: Volkhardt. 

Syracuse: Booth, Daw, Hodgkins, 
Keating, Kelly, Palmer, Starbird, 


VanGorder. 
ae Caird, Caldwell, Clifton, 
nickerbocker, Mason,  Nial, 
Stark. 
Utica: Beck, Hopkins, Reagan. 
Valley Stream: Morlan. 


‘ 
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Voorheesville: Horton. 

Wappingers Falls: Whitehouse. 

Watertown: Ackerman, Cullings, 
Field. 

Wellsvilie: Allen, Rowe. 

Watervliet: Halpin. 

Woodhaven: Luce. 

Yonkers: Foley, Trobridge, Wegman. 


CORPORATE 


Auburn: Auburn Water Dept. 

Buffalo: City of Buffalo, Bureau of 
Water, estern New York 
Water Co. 

Corning: Corning Water Works. 

— Citizens Water Supply 


oO. 

Elmira: Elmira Water Board. 

Glens Falls: Board of Water Com- 
missioners. 

Kenwood: Sherrill-Kenwood Water 
Comn. 

Maspeth: Urban Water Supply Co. 

New York: Amer. Water Works and 
Electric Co., Inc., Federal Light 
and Traction Co. 

Nunda: James N. Baker. 

Oswego: Dept. of Water. 

Owego: Owego Water Works Co. 

Point Pleasant: Sea Breeze and 
Vicinity Water Comn. 

Poughkeepsie: Board of Public 
Works. 

Rome: City of Rome. 

Syracuse: Bureau of Water. 

Watertown: Watertown Water Works. 

White Plains: White Plains Dept. of 
Public Works. 


ASSOCIATE 
Albany: North Hudson Chemical 


o., Inc. 
Baldwinsville: Morris Machine Wks. 
Brooklyn: Federal Meter, Thomson 
Meter Co. 
Buffalo: Buffalo Meter Co., W. P. 
Taylor Co. 
Elmira: The Kennedy Valve Mfg. 
Co., A. Wyckoff andjSon Co. 
New York: Alberger Pump Co., 
Ambursen Construction Co., Inc., 
American City, Arnold, Hoffman 
and Co., Inc., The Central Foundry 
Co., Copper & Brass Rsch. Assn., 
The ast Jerse Pipe Co., 
Electro Bleaching Gas Co., Elliott 
Fisher Co., Engineering News- 
Record, Fire and Water Engineer- 
ing, John Fox and Co., T. A. 
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Gillespie Co., Hooker Electro- 
chemical Co., Ingersoll, Rand 
Co., Kalbfleisch Corporation; E. 
H. Kello g and Co., H. C. Maass, 
The Mathieson Alkali Works Inc. 
National Meter Co., National 
Water Main Cleaning Co., Neptune 
Meter Co., Parsons, Klapp, Brin- 
ckerhoff and Douglas, The Per- 
mutit Co., The Pitometer Co., 
Public Works, Sanitation Corpora- 
tion, Sims Pump Valve Co., Under- 
wood Typewriter Co., United Lead 
Company, Warren Foundry and 
Pipe Co., Water Works Equipment 
Co., The J. G. White Eng. Corpn., 
Worthington Pipe and Machinery 


Corp. 
Newburgh: Coldwell-Wilcox Co. 
Palmyra: Garlock Packing Co. 
Peekskill: The Fleischmann Co. 
Schenectady: Lee F. Adams, General 
Electric Co. 
Troy: W. and L. E. Gurley, The 
Ludlow Valve Mfg. Co., Rensselaer 
Valve Co., Ross Valve Mfg. Co., 


Inc. 
Waterford: Eddy Valve Co. 
HONORARY 
New York: Purdy. 


NORTH CAROLINA 


Active 55; Associate 1; Total 56 
ACTIVE 


Asheville: Newton. 

Chapel Hill: Bennett Saville. 

Charlotte: Booker, Heyward x- 
ton, McConnell, Mees, Myers, 
Moulton, Thomas, Vest. 

Concord: Fisher, Smith. 

Durham: Davis, Michie, Piatt, 
White, Williams. 

Eagle Springs: Maurice. 

Gastonia: Alexander, Rhyne, 

Goldsboro: Grantham. 

Greensboro: Boyle, True. 

Henderson: Bridgers. 

Hendersonville: Wright. 

Kinston: Olsen, Welsh. 

Leaksville: Trogdon. 

Lexington: Jones. 

Mt. Airy: Whitlock. 

New Bern: Godfrey. 

Raleigh: Bain, Baity, Bandy, Brock- 
well, Catlett, Kellogg, Matthews, 
Miller. 

Rocky Mount: Wells. 
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Roxboro: Rhynus. 

Salisbury: Craig. 

Spindale: Callahan. 

Wilmington: Bishop, Maffitt, Nor- 
com, Smedberg. 

Wilson: Allen, Gladding. 

Windsor: Lassiter. 

Winston-Salem: Justin, Ludlow. 

Zebulon: Ward. 


ASSOCIATE 
Charlotte: The Grinnell Co., Inc. 


NORTH DAKOTA 
Active 3; Honorary 1; Total 4 
ACTIVE 


Bismarck: Atkinson. 
Fargo: Jacobson. 
Minot: Thomas. 


HONORARY 
Bismarck: Caulifield. 


OHIO 
Active 79, Corporate 6; Associate 7; 
Total 92 
ACTIVE 


Akron: Hibbs, Tolles. 
California: Bahlman. 


Rollins. 

Canton: McClaskey, Ohliger. 

Cincinnati: Boeh, Hill, Méiller, 
Streeter. 

Cleveland: Beardsley, Christman, 
Dixon, Ellms, Farrell, Flower, 
Frazier, Gascoigne, Jones, Law- 
rence, Levy, Makepeace, Mar- 


shall, Martin, Morrow, Per 
Quayle, Ruggles, Sheal, Siedle. 
Columbus: Bradbury, Burgess, 
Dittoe, Eno, Groeniger, Hoover 
(C. B.), Hoover (C. P.), Kimberley, 
Lawrence Martin, 
Roberts, Stewart, aring. 
Dayton: Morehouse, Wight. 
Defiance: Campion. 
Delaware: Wiles. 
ast Liverpool: Rupp. 
Elyria: Beck, Tarr. 
Scovell. 
ent: Gettrust. 
Lima: Evans, Osgood, Smith. 
Lorain: Brown, Pauly. 
Massillon: Inman. 
Medina: Fretter. 
Newark: Kussmaul. 
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Port Clinton: Hall. 
Shelby: Bricker. 
Steubenville: Scott. 

Tiffin: Wetter. 

Toledo: Brown, Champe, 
Furman, Jones, 
Sherman, Sleeper. 

Warren: Inman, O’Connor. 

Xenia: Zell. 

Youngstown: Van Arnum, Wilson. 


Clark, 
Schoonmaker, 


CORPORATE 


Lorain: Lorain Water Works. 
Marion: Marion Water Co. 
Massillon: Massillon Water Supply 


Co. 
Sandusky: City of Sandusky. 
Youngstown: Mahoning 
Water Co., 
Dept. 


Valley 
Youngstown City 


ASSOCIATE 


Cincinnati: Bourbon Copper and 
_ Works, John B. McGowan 


Cleveland: Bowler Foundry Co., 
Farnan Brass Works, Glauber 
Brass Mfg. Co. United Brass Mfg. 


Co. 
—" Buckeye Traction Ditcher 
0. 


OKLAHOMA 
Active 7; Total 7 


ACTIVE 


Alva: Nighswonger. 
Bartlesville: Brua. 
Clarmore: Decker. 
Enid: Reinhardt. 
Oklahoma City: Bretz. 
Tulsa: Holway, Wardle. 


OREGON 
Active 6; Corporate 1; Total 7 


ACTIVE 


Hillsboro: Gates. 
Marshfield: Corey. 
Portland: Ehle, Koon, 


Randlett, 
Willard. 


CORPORATE 
Portland: Dept. Pub. Util. 
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PENNSYLVANIA 


Active 138; Corporate 15; Associate 
25; Total 178 


ACTIVE 


Altoona: Campbell. 

Ambler: Devine. 

Aspinwall: Drake, Gaub. 

Berwick: Hicks. 

Bethlehem: Fox, Knerr, Shipman. 

Bristol: Roberts. 

Brookville: Sayer. 

Carlisle: Faller. 

Catasauqua: Muser. 

Chambersburg: McGrath. 

Chester: Boynton, Calhoun, Lamey. 

Clearfield: Hess, Nevling. 

Columbia: Meyers. 

Cooperstown: Crawford. 

Corry: Brown. 

Downington: Wagner. 

East Pittsburgh: Holmes. 

Easton: Rader. 

Erie: Dunwoody, Gensheimer. 

Ford City: Wintgens. 

Germantown: Corin. 

Glenside: Goentner. 

Greensburg: Spencer, Smith. 

Harrisburg: Avery, Craig, Daniels, 
Freeburn, Gannett, Glace, Hassler, 
Knisely, Lamb, Mark, Matter, 
Moses, Stevenson. 

Hazleton: McGeehin. 
ersey Shore: Kinter. 
ohnston: Crichton, Watkins. 

caster: Will. 

Lehighton: West. 

McKeesport: Trax. 

Meadsville: Ellsworth. 

Millersburg: Cooper. 

Monongahela: Nutt. 

Morrisville: Bishop. 

Muncy: Thompson. 

Morristown: Russell. 

North East: Leet. 

Oakmont: Newman. 

Philadelphia: Bartlett, Bean, Birk- 
inbine, Boardman, Cady, Doten, 
Dunlap, Durst, Ely, Emerson, 
Gushee, Haydock, Jenne, Kneen, 
Ledoux, Levering, Lightfoot, Mc- 
Caleb, McCrudden, Nichols, Pot- 
- er, Russell, Saunders, Schaut, 

i 


dons, Stone, Suttle Thomp- 
son, Tolson, Trautwine, Van Loan 
Walker, Wood (E. R.), Wood 
(Walter). 


Pittsburgh: Bankson, Baton, Ches- 
ter, Douglas, Hopkins, Hudson, 
nowles, Laboon, Lan- 


Hutton, 


her, Leopold, Mellon, 
peller, Taylor. 
Pottsville: Pollard. 
Reading: Cox, Felix, 
Wells. 
Sayre: West, Wright. 
Scranton: Cox, Nebelung, Taylor. 
Shamokin: Haupt, McWilliams. 
Shenadoah: Rassier. 
Shrewsbury: Giesey. 
State College: Sackett, Walker. 
Steelton: Litch. 
Sunbury: Rohrbach. 
Swarthmore: Alleman, Fuller. 
Vandergrift: Horn. 
Warren: Mitchell. 
Wayne: Pugh. 
Wilkes Barre: Wintermute. 
Wilmingsburg: Fox, Hawley. 
Williamsport: Keliher, Wilhelm. 
Womelsdorf: Filbert. 
York: Kable. 


CORPORATE 


Allentown: Allentown Water Dept. 

Easton: South Easton Water Co. 

Erie: Commnrs. Water Works. 

Lewiston: Lewiston-Reedsville 
Water Co. 

Milton: White Deer Mt. Water Co. 

—— Carmel: Mt. Carmel Water 


Rice, 


Nuebling, 


0. 

Reading: Dept. Parks and Pub. 
Prop. 

Scranton: Scranton Gas and Water 


0. 
Sharon: Sharon Water Works Co. 
Uniontown: Trotter Water Co. 
Verona: Suburban Water Co. 
West Chester: Borough of West 
Chesterm. 
West Newton: West Newton Water 


0. 
Williamsport: Eagles Mere Water Co. 
Williamsport Water Co. 


ASSOCIATE 


Berwick: Multiplex Mfg. Co. 

Bradford: S. R. Dresser Mfg. Co. 

~ Pittsburgh: Pittsburgh Meter 
0 


Emaus: Donaldson [ron Co. 

Erie: Hays Mfg. Co. 

Philadelphia: Amer. Manganese 
Bronze Co., Amer. Pipe and Constr. 
Co., Amer. Water Softener Co., 
M. L. Bayard, Prest., H.S. B. W.- 
Cochrane Co., I. E. DuPont de 
Nemours Co. Samuel p. Felix, Co., 
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The Leadite Co., Pennsylvania Salt 
Mfg. Co., Charles V. Roberts, Pr. 
st. Simplex Valve and Meter Co. 
United Concrete Pipe Co. U. 8. 
Cast Iron Pipe and Fdry. Co., 
R. D. Wood and Co. 

Pittsburg: A. M. Byers Co., Dravo- 
Doyle Co., National Tube Co. 
Pittsburg Testing Laboratories, 
Pittsburg-DesMoines Steel Co. 

Mfg. Co. 


RHODE ISLAND 
Active 2; Associate 1; Total 3 


ACTIVE 


Bristol: Jones. 
Providence: Richardson. 


ASSOCIATE 
Builders Iron Foundry 
0. 


SOUTH CAROLINA 
Active 4; Corporate 1; Total 5 


ACTIVE 


Charleston: Gibson. 
Columbia: Filby. 
Greenville: Perry. 
Spartanburg: Simms. 


CORPORATE 
Charleston: Comnrs. Public Works. 


SOUTH DAKOTA 
Active 7; Total 7 


ACTIVE 


Aberdeen: Cory. 
Huron: Hays. 
Mitchell: Holmes. 
Redfield: Olding. 
Sioux Falls: Connor. 
Vermillion: Hunter. 
Waubay: Wieters. 


TENNESSEE 


Active 18; Corporate 4; Associate 3; 
otal 25 
ACTIVE 


Chattanooga: Lofton, Porzelius. 
Dyersburg: Blakeman. 


Erwin: Brown. 

Fountain City: Murphy. 

Greeneville: McAmis. 

Jackson: Wilson. 

Knoxville: Switzer. 

Memphis: Barnett, Cunningham, 
Davis, Jones, Mather, Stratton, 
Stromquist. 

Nashville: Fullerton, Harrub, Reyer. 


CORPORATE 


Columbia: Columbia Water and 
Light Co. 
Kingsport: Kingsport Utilities Inc. 
Knoxville: Knoxville Water Dept. 
Memphis: Memphis Artesian Water 
Dept. 
ASSOCIATE 


Chattanooga: Columbian Iron Works. 

Knoxville: W. J. Savage Co. 

Memphis: Layne and Bowler Co. 
TEXAS 

Active 13; Corporate 1; Total 14 


ACTIVE 


Austin: Norris. 

Beaumont: Bernhagen. 

Dallas: Elrod, Morey, O'Neil, 

Rosenthal. 

El Paso: Tarbett. 

Ft. Worth: Hawley, Mabhlie. 

Houston: Martin. 

Marshall: Myers. 

San Antonio: Bartlett, Harding. 
CORPORATE 


Waco: Waco Water Works. 
UTAH 
Active 1; Corporate 1; Total 2 


ACTIVE 
Salt Lake City: Bedell. 


CORPORATE 
Salt Lake City: Water Dept. 
VERMONT 
Active 1; Total 1 


ACTIVE 
Burlington: Moat. 
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VIRGINIA 


Active 29; Corporate 2; Associate 2; 
otal 33 


ACTIVE 


Alexandria: Shell 

Charlottesville: Carter, Williamson. 

City Point: Hallers. 

Covington: Barnett. 

Danville: Claman, Talbott. 

East Falls Church: Frick. 

Fredericksburg: Houston. 

Lynchburg: Perrow, Wagner. 

Newport News: Livezey, Manville, 
Randolph, Thom. 

Norfolk: Vail, Bliven, Herbert, 
Watkins. 

Petersburg: Bunting, Cranch. 

Portsmouth: Davis. 

Richmond: Baldwin, Claiborne, 
Davis, Enslow, Messer, Trafford. 

South Boston: Smith. 


CORPORATE 


Alexandria: Alexandria Water Co. 
—— Vinton-Roanoke Water 
0. 


ASSOCIATE 


Lynchburg: Glamorgan Pi and 
al Co., Lynchburg Foundry 
0. 


WASHINGTON 
Active 8; Corporate 2; Total 10 


ACTIVE 


Chelan: Harper. 

Everett: Klapp. 

Hoquiam: Heermans. 
Seattle: Jacobs. 

Spokane: Harding, Murray. 
Tacoma: Roberts. 

Van Couver: Clarke. 


CORPORATE 
Raymond: Water Dept. 
Spokane:. Supt. Water Division. 
WEST VIRGINIA 
Active 12; Corporate 1; Total 13 


ACTIVE 


Bluefield: McCarthy, Ridley. 
Charleston: Dodd ,Ferguson, Musser, 
Tisdale. 
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Chester: Young. 
Clarksburg: Bates, Highland. 
Huntington: Bardwell. 
Moundsville: Hetzer. 
Princeton: Day. 


CORPORATE 


Charleston: West Va. Water and 
Elect. Co. 


WISCONSIN 


Active 29; Corporate 5; Associate 3; 
Honorary 1; Total 38 


ACTIVE 


Beloit: Lyons. 

Clintonville: Lyon. 

Eau Claire: Brown. 

Fort Atkinson: Leonard. 

Janesville: Griffey. 

Kenosha: Hurtgen. 

Madison: Baker, Corp. Kirchoffer, 
Mead, Miller, Peirce, Smith. 

Menasha: Kuester. 

Milwaukee: Bohman, Engh, Ferebee, 
Greutzmacher, Hatton, Murphy, 
Sando. 

Oshkosh: Maddock. 

Racine: McElroy. 

Sheboygan: Donohue. 

Stoughton: Snyder. 

Superior: Lounsbury, Winslow. 

Waukeshaw: Hayford. 

West Allis: Prochnow. 


CORPORATE 


Appleton: Appleton Water Comn. 

Delevan: Delevan Water Comn. 

Green Bay: Green Bay Water Co. 

Fond du Lac: City Water Dept. 

Sheboygan: Bd. of Water Comnrs. 
ASSOCIATE 


Milwaukee: Allis Chalmers Mfg. Co., 
Badger Meter Mfg. Co. Chain 
Belt Co. 


HONORARY 
Milwaukee: Benzenberg. 


WYOMING 
Active 2; Total 2 


ACTIVE 
Cheyenne: Carlisle. 


Rock Springs: Bell. 
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CANADA 


Active 97; Corporate 10; Associate 8; 
otal 115 


ACTIVE 


Brampton, Ont.: Early. 

Brandon, Man: Shaw. 

Brantiford, Ont.: Frank, Wilson. 

Edmonton, Alta.: Owens, Turner. 

Elmira, Ont.: Bowman. 

Galt, Ont.: Cowan, Fairchild. 

Grimsby, Ont.: Bromley. 

Ingersol, Ont.: Hall. 

Kincardine, Ont.: Foerster. 

Lindsay, Ont.: Hammond. 

London, Ont.: Hodkinson. 

Maddonald College, Que.: Stephen. 

Merriton, Ont.: Clark. 

Montreal, Que.: Cousineau, Dor- 
rance, Field, Francis, Hale, Hunter, 
Hutchinson, Lafreniere, Laurie, 
Lea, Lesage, Leslie McCrady 
Meadows, Montabone, Perry, 


Pitcher, Plamondon, Ross, Scofield, 
Surveyor, Ward. 
New Toronto, Ont.: Thomas. 
Niagara Falls, Ont.: Collins, Ferris, 


Green, Warder. 
North Montreal, Que.: Drinkwater. 
Orangeville, Ont.: Marshall. 
Orillia, Ont.: Starr. 
Ottawa: McRae, MacDonald. 
Perth: Smith. 
Peterborough: Dobbin. 
Quebec: Casgrain. 
Regina, Sask: Farrell. 
St. Catharines, Ont.: Milne. 
St. Stephen: Laflin. 
St. Thomas, Ont.: Miller. 
Sarnia, Ont.: Hall. 
Sherbrooke, Que.: McKeown. 
Stratford, Ont.: Myers. 
Strathroy, Ont.: Smithrim. 
Temiskaming, Que.: Grimmer. 


Toronto, Ont.: Angus, Berry, Chip- 
man, Dallyn, Fellows, Gaby, Gore, 
Hannan, Harris, Howard, McKay, 
Mitchell (C. H.), Mitchell (G. H.) 
Proctor, Redfern, Routledge, 
Rust, Salmond, Sanderson, 
Storrie, Thompson, Van _ Ben- 
schoten, Walker, Wynne-Roberts. 

Victoria, B. C.: Blair. 

Walkerville, Ont.: Brown. 

Waterloo, Ont.: Schiedel. 

Weston, Ont.: Peirson. 

Windsor, Ont.: Code, Hanna, Keith, 
Kellner. 

Winnipeg, Man.: Finalayson, Scott, 
Stainton. 

Woodstock: N. B. Armstrong. 

Woodstock, Ont.: Archibald. 


CORPORATE 


Brampton, Ont.: Brampton Water 


omn. 
Brantford, Ont.: Brantford Water 
Comn. 
Grand Mere, Que.: Grand Mere 
Water Board. 
Kitchener: Kitchener Water Comn. 
London: Public Util. Comn. 
Peterborough: Peterborough Util. 


omn. 
St. Mary’s Ont. Bd.: Water and 
Light Comn. 
St. Thomas, Ont.: St. Thomas Water 
Comnrs. 
Welland, Ont.: Bd. Water Comnrs. 
Windsor, Ont.: Water Comnrs. 


ASSOCIATE 


Galt, Ont.: Canadian Brass Co. 

Montreal, Que.: Francis Hankin and 
Co. Ltd., Jenkins Bros. Ltd. 

Toronto, Ont.: Canadian Engineer, 
Drummond, McCall and Co., Ltd. 
Hugh C. MacLean Publications, 
National Iron Corpn. Neptune 
Meter Co. 


FOREIGN 
Active 55; Corporate 4; Associate 3; Honorary 2; Total 64 


ACTIVE 


ARGENTINE REPUBLIC 


Bahia Blanca: Anthony. 
Buenos Ayres: Gunning, 
Paitovi. 


AUSTRALIA 


Brisbane: Peart. 

Melbourne: Conradi, Gutteridge, 
Langley, Neylon, Ritchie, Suther- 
and. 
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Newcastle: Ewing. 
Perth: Lawson. 
Sydney: Blain. 
Victoria: Upton. 
CANAL ZONE 


Ancon: Bunker, Nolte. 
Cristobal: Dunn. 
Gatun: Beers. 


CENTRAL AMERICA 
San Salvador: Klein. 
CHILE 
Santiago: Lira. 
CHINA 


Shanghai: Gaunt, Pearson. 
Tientsin: Clark. 


CUBA 


Camaguey: Pradas. 
Havana: Cosculluela, 
Montoulieu. 


CZECHOSLOVAKIA 
Brandys Labe: Zehr. 
DENMARK 
Copenhagen: Jarvis. 
ENGLAND 


Birmingham: Dixon. 
Hereford: Race. 
London: Cameron, Howland. 


FRANCE 
Nancy: Cavallier. 


Martinez, 
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HOLLAND 
Utrecht: Massink. 


HAWAII 
Honolulu: Ellis, Tay, Wall, Larrison 


INDIA 
Bombay: Prokofieff. 


JAPAN 


Osaka: Sawai. 
Tokyo: Inoue, Kayanoki, Nishioeda, 
Iwasaki. 
MEXICO 


Tampico: McIntosh. 


PHILLIPINES 


Fort Mills: Bauereisen. 
Manila: Gideon. 


POLAND 
Warsaw: Wroblewski. 


SCOTLAND 


Aberdeen: Mitchell, Spencer. 
Inverness: Grant. 


STRAITS SETTLEMENTS 
Singapore: Tomlinson. 


SWEDEN 
Stockholm: von Greyerzm. 


CORPORATE 


AUSTRALIA 


HOLLAND 


Sydney: Met. Bd. Water Supply and Utrecht: Utrechtsch Waterlaiding- 


Sewerage. 
HAWAII 
Wahiawa: Wahiawa Water Co. Ltd. 


Maatschappij. 
SWEDEN 
Malmo: Malmo Byggnadskontor. 


ASSOCIATE 


AUSTRALIA 
Giru: Albert Richard Corfield. 
SCOTLAND 
Glasgow: Stewart and Lloyds. 


INDIA 


Calcutta: Anthony Cathcard Coug- 
rough. 


HONORARY 


ENGLAND 
London: Houston. 


JAPAN 
Tokyo: Nakajima. 
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SUMMARY BY STATES 


Active Corporate Associate Honorary 


Colorado 
Connecticut 


Florida 
Georgia 


Massachusetts 

Michigan 

Minnesota 
Mississippi................. 
Montana.......... 
Nebraska....... 
New Hampshire......... 
New Jersey....... 

New Mexico 


Srocom mero mn noo 
— 


ofS. Se. 


Ohio 


Ses 


Ban 
om 


Pennsylvania 
Rhode Island 


Tennessee 


Virginia 

yoming 
Canada 


orb 


— 


—_ 
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Gain since September 1, 1922. 


| 
s| 


7 3 10 
65 7 4 1 77 
9 1 10 
27 
South Carolina. 
| 3 2 
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Fourth: Cash or other payments for stock are not necessary to legal organiza- 
tion of a public utility with Legislative charter —Almon L. Fales. 


Should the Water Department be Merged with Other Municipal Departments 
in its Management and Finances? Grorar A. Kina. Jour. N. E. W. W. 
Assoc., 36: 3,434, Sept., 1922. Vital importance of Water Department to public 
health and comfort; need of keeping it out of politics; and importance of keep- 
ings its management in hands of man of experience and business ability. With 
Water Department united with other departments, danger that it will not 
receive attention its importance demands. As public utility, it should be 
maintained independently of general functions of municipal operations. 
Argument for separate management applies also to financing of the depart- 
ment. Revenues from Water Department should not be transferred to other 
departments. Author believes that system under which municipal light plants 
in Massachusetts are managed and financed, is best which has been devised for 
public utilities. Cities should adopt similar plan for water departments. It 
is not necessary to put them under State control to adopt this system, and its 
general adoption might forestall State control. Interesting discussion follows, 
in which strong sentiment appears against tendency prevailing in Massachu- 
setts and elsewhere, to abolish Water Department and place it under Board of 
Public Works, simply making it a subordinate branch of city government with- 
out a superintendent. It was voted that a committee of Massachusetts mem- 
bers be appointed to consider advisability of united action with State authori- 
ties of Massachusetts on subject of merging Water Departments with other 
departments in management and finance, or either of them.—Almon L. Fales. 


Why We Should Inspect Water Works Equipment. Tuomas E. Latur 
Jour. N. E. W. W. Assoc., 36: 3, 450, Sept., 1922. Causes of various faults and 
failures in water works systems detailed; many might have been prevented by 
adequate inspection equipment purchased. Description given of inspection 
for city of Boston, which is very rigid.—Almon L. Fales. 


The Deep Core-Wall of the Wanaque Dam. Major Artuur H. Prarv. 
Jour. N. E. W. W. Assoc., 36: 3, 457, Sept., 1922. This dam will impound 
waters of Wanaque Liver, one of tributaries of Passaic River, at point about 
25 miles north of Newark. Capacity of reservoir will be between 11,000 and 
27,000 million gallons, giving safe yield of 50 to 100 million gallons per day. 
Dam will be 1500 feet long, constructed of earth, with a core-wall extending to 
bed rock which outcrops on both hillsides, but, at bottom of valley, dips to 
about 100 feet below surface. Rock is gneiss, and overburden is water-bearing 
sand and gravel. Method adopted for constructing core-wall was to drive two 
walls of steel sheet piling across valley; excavate between them, using timber 
bracing; and fill with concrete. Detailed account is given of pile-driving 
methods, excavation, method of concreting core-wall, and progress made in 
construction. Paper is illustrated by drawings and photographs.—Almon L. 
Fales. 
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Boston High Pressure Fire System and General Problem of Special Fire 
Service. FRANK A. McInnes. Jour. N. E. W. W. Assoc., 36: 4,483, Dec. 1922. 
Boston high pressure fire system, put into service in February 1922, furnishes 
approximately two-thirds of measure of protection which completed system 
will afford; consists of two pumping stations, with four pumping units, 11.75 
miles of mains, and 313 hydrants. Designed to deliver 12,000 gallons per min- 
ute with hydrant pressure of 250 pounds per square inch and pump pressure of 
300 pounds per square inch. Suction mains connect with high service and low 
service distribution systems, and with emergency salt water supply. Details 
are given of pumping station distribution system and of signal system. 
General problem of special fire service is discussed, and testimony of number of 
fire chiefs quoted. Table is given embracing principal data of high pressure 
fire and auxilliary fire systems in United States and in Canada.—A. L. Fales. 


High Pressure Fire Systems from the Underwriters’ Viewpoint. G. W. 
Boorn. Jour. N. E. W. W. Assoc., 36:4, 495. Dec., 1922. Losses most dreaded 
by fire insurance companies are those resulting from conflagrations. Con- 
flagrations spread either by generation of an intense heat wave or by means of 
flying brands carried by wind. Former type of conflagration is of more impor- 
tance in considering installation of High Pressure Fire Systems, because most 
of them occur in high-value, congested districts, and only in such districts is 
expense of separate fire main system warranted. Arguments in favor of high 
pressure fire system are summarized as follows: (1) Immense aggregations of 
buildings and contents in business districts of metropolitan cities: possibility 
of conflagrations involving tremendous losses and disastrous effects on business 
and civic growth, dictates most effective known means of preventing such 
catastrophes. (2) Large number of powerful streams can be concentrated on 
fire in much shorter time and with fewer men and less apparatus than with 
fireengines. (3) Protection of rest of the city will not be weakened to extent 
now necessary on third and fourth alarms from the district covered by system. 
(4) It will deliver its full capacity at any point in district covered and at 
any desired pressure and can sustain this pressure as long as wanted. (5) 
It eliminates confusion entailed in operation of large number of fire engines, 
tends to prevent misunderstanding of orders, and in every way simplifies 
operation. (6) It provides protection to congested value district even with 
general alarm fire under headway in another part of city, and forms effective 
barrier against fires starting outside district ; while also affording most efficient 
means of checking fires in district which might otherwise involve a number of 
blocks. No definite information given as to extent of reduction in insurance 
rates following installation of high pressure fire systems. This matter is 
decided by insurance organization having local jurisdiction. Many insurance 
companies are willing to write greater lines on buildings after completion of a 
high pressure system. Interesting discussion of high pressure fire systems 
follows, including reasons for and against connecting automatic sprinklers with 
these systems.—Almon L. Fales. 


Electric Pumping at Concord, N. H. P. R. Sanpers. Jour. N. E. W. W. 
Assoc., 36: 4, 517, Dec., 1922. Two 2-million gallon Worthington triple 
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expansion pumps, handling average of 800,000 gallons per day were replaced by 
8-inch single stage, double suction, volute pump having rated capacity of 3 
million gallons per day, against net operating head of 120 feet, driven by an 
A. C. 100 H. P. General Electric Motor of squirrel-cage type operating at 1800 
r.p.m. Electric power developed from Merrimack River is supplied by Con- 
cord Electric Co. at 14¢ per K.W.H., or $6 per million gallons, based on yearly 
pumpage of 300 million gallons; all pumping to be done between 8 p.m. and 6 
a.m., except in time of fire or other emergency. Cost of installation was 
$5,457.66, and cost of operation, approximately $13 per million gallons. By 
change to electric power, computed saving of 42.6 per cent in cost of pumping, 
and in addition, advantage of increased speed with which pump can be started 
in case of fire. In discussion, Mr. Epmunp Dunn referred to the substitution 
of electric installation for steam, at Garfield, N. J., pumping 1,000 gallons per 
minute, 24 hours a day, which reduced cost of pumping from $1.46 to 92¢ 
per thousand cubic feet, cost of current being 1.17¢ per Kw.Hr. for minimum 
of 3,000 Kw.Hr. per month.—Almon L. Fales. 


New Water Purification Plant at Norfolk, Virginia. Watrer H. Tay.or. 
Eng. News-Record, 90: 824-5, 1923. Plant installed to treat 12 m.g.d. and 
serve population of 120,000. Consists of weir aerators, coagulation basins and 
twelve 1 m.g.d. filters. Water is treated with alum and then aerated before 
sedimentation and filtration to remove CO, and odors.—Frank Bachmann. 
(Courtesy Chem. Abst.) 


Accidents to Water Department Employees. Anon. Eng. News-Record, 


90: 750, 1923. At Detroit Water Dept. for year ending June 1, 1922, 248 acci- 
dents to employees were recorded, of which 205 were non-compensable. In 
the 43 compensable cases, $2459 compensation and $1374 hospital charges were 
paid. Fees for medical attention and services for the 248 cases were $2515. 
Of 91 automobile accidents with dept. cars, 13 were held to be the dri ers’ fault 
and 9, unavoidable.—Frank Bachmann. 


Water Supply for a New City in India. Anon. Eng. News-Record, 90: 
841, 1923. Water supply for Delhi will be pumped from Jumna river to set- 
tling tanks. Water will then pass through filters of Paterson type. Plant will 
cost $2,300,000 and will furnish 30 gal. per capita for estimated 1955 popula- 
tion.—Frank Bachmann. (Courtesy Chem. Abst.) 


New Publication. A new style of centrifugal pump, called a “‘series pump,” 
is described in a catalog just issued by the De Laval Steam Turbine Company, 
Trenton, N. J. In this pump double suction impellers and volute diffusers 
are used, as ip single stage centrifugal pumps. The connecting passages from 
stage to stage, however, are included in the pump case casting, as in the 
ordinary multistage pump. The advantages claimed are perfect hydraulic 
axial balance and high efficiency under varying loads, as is characteristic of 
the single stage pump. These series pumps are made with two or three stages. 
Where more than three stages are required, the use of two independent pumps 
operating in series and mounted on a single base plate is recommended in 
order to keep down the length of shaft between bearings. 
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